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~ Oil Burner Oil 
















More Heating Surface 


Than Other Makes, 
but Slim Type 
Costs No More 
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Branches 


Ample Stocks of All Sizes 
Carried in Our Warehouses 


KEWANEE B9ILER COMPANY 











Clean-Cut 
and Easy to 


Keep Clean 


























KEWANEE, ILLINOIS 








in most Principal Cities 
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\t requires no genius to see the advantages of 


handling the V¥QGEL line of Frost Proof Hy- 


drants and Closets—and it requires no genius 
to sell it, either. 


You'll find that the minimum of effort is re- 
quired to put VQGEL products over with 
your customers. 

You don’t have to take our word for it, how- 
ever. You can ask the plumber who sells 
VQGEL hydrants and closets—he’ll tell you 


of the real profits he’s making and of the real 
satisfaction he is able to guarantee his 


VQGEL customers. 
Write us for full information today. 


i 





VQGEL Frost Proof Outfit No. 1 


Jos. A. Vogel Co. 


Wilmington, Del. St. Louis, Mo. 


L MULLING ELUTE 


Mention Domestic Encineerinc when writing advertisers. 
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No. 586 CF Solid Flange—Female 
No. 586 CM Adjustable Flange—Male 


Double 
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No. 591 XF Solid Flange—Female 


HE improved line of Wolverine Double Sink 


Faucets are dependable. 


Over and above everything you may have or own 
the good will of customers well served is the biggest 
asset. 

Our business has been built by giving our customers 
what they want; brass goods so well made that we 
retain our customers and add to their number con- 
stantly. 

Having always availed ourselves of every oppor- 


tunity to improve our product, as a natural result 
our standard of quality is of the best and our service 
is prompt and efficient. 


Buy direct from the Wolverine and secure 
Guaranteed Protection. 
Wo tverineE frass WorKS 


GRAND RAPIDS MICHIGAN 


No. 587-AF Solid Flange—Female 








No. 589-F Solid Flange—Female 
No. 589-CM Solid Flange—Male 


Sink Faucets 
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No. 587-AM Adjustable Flange—Male 
>. 58-AF Solid Flange—Female 


jo. 580-AM Adjustable Flange—Male 


ZZ 


No. 587-CF Solid Flange—Female 

No. 587-CM Adjustable Flange—Male 
No 587-CFE—Female No. 587-AFE—Female 
No. 587-CME—Male No. 587-AME—Male 


Also Furnished with Eccentric Shanks Adjustable 7%" to 8%" 


No. 586-AFE—Female 
No. 58-AME—Male 
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MCKEESPORT 


RADIATION 














Striking a new note in artistic design, 
McKeesport Radiators meet the most exacting 


requirements of owner and contractor alike. 


Reliable in workmanship, unsurpassed in 
quality! A standard of value in the field! 


A full line of three, four, five and seven tube radiation now in production. 









THE COLUMBIA RADIATOR CO., McKeesport, Pa. 
ALSO MAKERS OF COLUMBIA BOILERS 
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Convenience 












































Cleanliness 





Two of the leading KANE points 
and then, there’s economy 


and long life 


You know, of course, the principal objections to the older types of 
heating. They are inconvenience and uncleanliness and overcoming 
them is the chief interest of every home and building owner. 


A positive means of overcoming them lies in the use of Kane Cast 
Iron Sectional Gas Boilers. With a Kane and gas, the building 
heated, will never know the dirt that accompanies other heating 
equipment. 


Also with gas the constant care that is necessary to most other heat- 
ing systems is entirely eliminated—the most modern controls make 
the Kane Cast Iron Sectional Gas Boiler as easy to operate as turn- 


ing on a light. 


Then, too, there’s long life—any Kane will serve for many years 
without the slightest adjustment. 


Write for complete details of the Kane line now. 


MEARS-KANE-OFELDT, INC. 


Manufacturers of 


GAS FIRED BOILERS AND WATER HEATERS 
1903-1915 EAST HAGERT STREET PHILADELPHIA 


Mention Domestic ENGINEERING when writing advertisers. 
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UE RIBBON 
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Ss pee 
There can be nothing acci- 
dental about success that 
shows a steady increase over a 
period of fifty years. Such 
success must be earned by a 
knowledge of the requirements 


of the field served and by the 
consistent production of a high 
quality line for that field. 

The manufacturers of Blue 
Ribbon Nipples have nothing 
spectacular to offer—we have 
built our reputation solely on 


the merits of Blue Ribbon 
Nipples and upon the other 
specialties made by us. 


Fifty years is, as we have said a 


long time to be in business 

steadily increasing and enlarg- 
ing, all the time. But you'll 
very readily understand why 


we have maintained our place 
at the top if you put Blue 
Ribbon Nipples to use. 


Nig Nd it oy Ly 
FM | Miff!, Ih 


m/) 


Smooth and accurately 
threaded, carefully chamfered 


with the correct bevel to pre- 
vent jammed starting threads, 
made from clean, new pipe by 
men and machines that are 
masters of accuracy and then 


given a rigid inspection—this 
is the process behind Blue 
Ribbon Nipples. 














Order them from your jobber 


: N Chicago Nipple Mfg. 
Company 


Chicago Los Angeles Baltimore 
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PAGE 
BOILERS 


Burn any 
Coal, Oil or Gas 


Monarch Water Tube 
Smokeless Boilers 
will burn 


Run of Mine Bituminous 
(Soft) Coal, 


without smoke. 
Tests — official and 
on the job— have 
demonstrated that the 


Monarch is a truly 
Smokeless Boiler, 
and Municipalities 
with most rigid 
Smoke Ordinances 


have approved 

this construction. 
Burns any Coal, Oil 
or Gas, and the 
installation of a 
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Monarch Smokeless 


Monarch is a safeguard 
against fuel shortage, 
permitting the 
utilization of any 

fuel available. 

Large area of 

Heating Surface 

over ample area of 
Grate. 


Firebox area 


great enough to insure 
Complete Combustion. 
Three-way travel 

of flue gases, 
affording real 
opportunity for the 
water in the boiler 

to absorb the 

heat of combustion. 


THE WM. H. 
PAGE BOILER CO. 


200 Madison Avenue 


NEW YORK 
BOSTON MEADVILLE 
CLEVELAND BROOKLYN 


Established 1856 Incorporated 1876 
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Our slogan—“‘A DEPENDABLE SOURCE OF SUPPLY”—means just that! 
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SKILLFULLY HANDLED 


insures receipt by you of sound castings—the basis 


of all our specialties — both iron and brass 


Remember us, the next time you order 


IRON OR BRASS CLEANOUTS mon? ooemae te cae 
reeinnacre: | TRAYLEGS & SPECIALTIES 
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COIL 


STEEL HEATING BOILERS 
AND WATER HEATERS 


For 


x 





























OIL BURNING BOILER 





























COAL BURNING BOILER 


It is the amount of heating 
surface, provided it is properly 
placed in relation to the fire, 
that determines the amount of 
oil or coal used to heat your 
building. The amount of heat- 
ing surface per unit of rating 
in the Coil Boiler is exception- 
ally high and it is tremendously 
effective because it is “within 
view” of the flame, hence, 
capable of absorbing the radi- 
ant heat. 


Write for catalog 








MONITOR BOILER COMPANY 


1505 Race Street, PHILADELPHIA, PA. 











Continental Low Water Line 
Boilers are made in regular 
and smokeless types. They 
are well adapted for oil-burn- 
ing. 


30 Series Boilers 
43” Water Line 
1200 to 8200 sq. ft. 
steam capacity 


40 Series Boilers 
47” Water Line 
2500 to 22,300 sq. ft. 
steam capacity. 


4 


FOR & 


HIGHER PROFITS 
on Remodelling Work 


Continental Low Water Line Boilers are practically tailor 
made for Remodelling and Replacement work. 


43 and 47’ Water Lines 


give ample distance between low point of main and water 
line, assuring a better working job. 


Low Construction 


for low basements eliminates necessity for expensive ref- 
use-gathering pits. 


Set Up and Tested 


Under Pressure 


before shipment to eliminate the possibility of leaks or 
assembly trouble on the job. Continental 


. ; : aah ii) Classic 
Write and we’ll show you how you can do easier and ») At Radiators 
better work with Continental Low Water Line Boilers. Waal 


made in 4, 6 and 8 tube 
and all standard heights 


° ° \ for actual installation re- 
(ntinental Heater @rporation MAY monte. Ge 


quirements. Get the 
‘y ' ‘ most heating surface in- 
General Office and Factory x i 


to the least space and 
Dunkirk. NV. YS. S.A. cost no more than old 
dee ig Deeadaael type radiators. 
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A Letter from Harry G. Nye 


= 





Nye thin blade cutter wheel, made to 
fit all sendesd makes of pi eutters, ond 


act against breakage 
ade both in smooth ond knurled elias. 





Nye No. 2 


GEARED THREADING DEVICE 
Improved 
Capectty 2% in. to 4 in., inclusive. 
Net pare MINS o cane cc'cesess $50.00 
West of Rocky Mountains........ 55.00 


FREE TAAL ABSOLUTELY 
UARANT 


Nye Solid Dies 


The Nye patented feature of removing 
every alternate tooth in the back of the 
die to reduce friction is used in Nye Solid 
Dies. These dies are hardened and tem- 
pered in oil and made of finest tool steel. 





Nye Chasers 
Fit Nos. 1, 1-A and 2 Receding Die 
ot 136 in....8 .75 t net 
oO n.. 
OPN staennectini 1:25 per set net 
No, 2,24in. to4in..... 3.60 per eet net 


i 


Nye Closet Spud Wrench 
Net Price....... Saas vee $0.50 
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TO THE PLUMBERS AND STEAMFITTERS 
OF THE U. S. A. 


Friends: 


Last night a fellow forgot that our 
street was a through street, and another 
fellow depended on the fact that it 
was. This morning our corner looks like somebody had 
hoisted a bomb through the window of the Pittsburgh Plate 
Glass Company. There is enough glass sprinkled around 
to make jewelry enough for all the county fairs between 
now and Sacramento, Cal. It was a terrible accident, or 
so everybody thinks but the tire repair man on the next 
hp beet He goes around saying, "More fun! More people 
illed!" 


As a matter of fact, nobody was killed at all, or not 
very much. One car threw its headlights around a tele— 
phone pole and hung on for dear life. The other was 
tastefully draped around a hydrant. And there's another 
thing: that fellow had no business parking in front of a 
hydrant after he got through with his accident. He not 
only parked in front of it, but all over it. But he 
went right on down the street, and left his car parked 
in this illegal manner. Of course, he went on down the 


street only about fifty feet. 


But the other fellow, the fellow who forgot that it was 
a through street, wasn't hurt much. I think he must 
have lit on his head. I don't know what his girl's name 
is, or what she said to him when he kissed her good— 
night, but he certainly wasn't thinking about driving 
when he came up to that corner. Young men who take 
young women out riding should be compelled to walk home. 
I understand lots of girls have to. He certainly wasn't 
thinking where he was headed for, either when he drove 
the car or kissed the girl. 


But there wasn't anything funny about that accident, and 
there never is. The point I want to make is this: 
Always look out for the other fellow, whether you're 
courting a girl or driving a car. The French have a 
proverb, "If you want to know if your girl is true to 
you, throw a brick in the air. If it stays up, she is." 
If you want to know whether it is safe to drive a car 
without looking, throw a brick in the air, and then 
don't watch the brick. You will find out that it pays 
to look. 


Don't depend on the other fellow, or your kids will soon 
be depending on relatives. Use your head, and not fora 
battering ram. And, by the way, don't depend on the 
other fellow when you are buying pipe tools. When I 
tell. you that Nye tools work easier and faster, and last 
longer, than any other, don't even depend on me. Buy 
some for yourself, and try them out for yourself. I 
might be mistaken, or*I might be a liar. But the tools 
can't lie. They have to deliver the goods. If it isa 
Nye tool, it will. Truthfully yours, 


Pi Fa 


OTHERWISE KNOWN AS 


THE NYE TOOL & MACHINE WORKS 


MANUFACTURERS OF HIGH GRADE PIPE TOOLS 


4120-30 Fullerton Avenue 





Copyright 1927 by Harry G. Nye. 
All rights reserved, 


Chicago, Illinois 
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IN 2 YEARS 


Silent Automatic Oil Burner has 
gained indisputed leadership in 


Detroit 


























Detroit . . . the most critical and mechanical-wise market in America... 
installed more than 2,300 Silent Automatic Oil Burners during the past 
two years. It is even more significant that this remarkable burner is out- 
selling all others in this territory by a ratio of five to one. 


Unbiased records prove that Silent Automatic surely and steadily is be- 


coming the fastest selling oil burner in America... particularly in such 
metropolitan centers as Detroit, Boston, Philadelphia, Chicago. 


Why? Because Silent Automatic is the first and only. burner designed 
to apply a gaseous flame directly to the heating surfaces . . . a silent flame 
that literally bathes them with heat. Because Silent Automatic was 


developed for, and is operating in thousands of the 22,000,000 hot water, 
vapor, steam and warm air systems of which yours is one. 





Dealers:—The merchandising methods and policies that led to leadership 
| in Detroit and other metropolitan centers are all incorporated in the Silent 
i] Automatic Franchise we offer you. Investigate! We believe it to be the 
most practical and profitable Oil Burner proposition in the field—and the 


~ 39 5 one with greatest future possibilities. 


ONE SIZE FOR ANY HOME SILENT AUTOMATIC CORPORATION 


Complete with automatic safety 255 Meldrum Avenue Detroit, Michigan 


and operating controls. Nom- 


inal installation costs depend on 
THE NOISELESS OIL BURNER 





basement conditions, oil storage 

equipment and local regulations. 
Listed as standard by the 
Underwriters’ Laboratories 


APT PVP ts 


(235) 
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Above photo courtesy of Fred F. French Investment Co., Inc. 


TUDOR CITY, that beautiful and convenient Resi- 
dential Development of Housekeeping Apartments, 
occupies a large portion of the old fashioned Prospect 
Hill, (in New York City) extending from 40th to 44th 
St. and from Ist to 2nd Ave., with the famous 42nd St. 
as its main approach. Here will soon be completed a 
number of beautiful and modern Apartment Buildings 
and a large Hotel with community Shops, Library, 
Lounge, Gymnasium, Swimming Pool, Garage, etc.— 





sure at 500 degrees F. 





NOTE 


We manufacture regularly and in quantity, Red Brass, 
Flat Band Fittings, Flanges and Flanged Unions~—-standard 
and extra heavy, for use with Steam, Water, Gas and Oil, also 
Hydraulic Bronze Fittings, 250 pounds to 1500 pounds pres- 


ur 











A-M-B BRASS PIPE FITTINGS ARE USED 


a “homey” quiet comfortable little Residential City 
within a Great City. 

A-M-B Brass Fittings were furnished through Jones 
& McKee, Inc., of New York City to Rowan Plumbing 
Corp., Plumbing Contractors for Tudor City. 
Incidently more than 35 new and well knoWn buildings 
in New York City are equipped with A-M-B Brass 
Pipe Fittings,—for example: Roxy Theatre, Hotel 
Park Royal, Mayflower-Plymouth Apartments, Park 
Central Hotel, Transportation Building, etc., etc. 











AMERICAN MANGANESE BRONZE CO. 


Founders and Metallurgical Engineers 


HOLMESBURG 


PITTSBURGH CLEVELAND 


PHILADELPHIA 


NEW ORLEANS NEW YORK 
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pore CRANE VALVES ‘’ hincliabicaicalen 


Working mth the contractor 
for a higher living standard 


Knowing that the plumbing in- 
dustry is built on the contractor’s 
contribution to the beauty, health, 
and happiness of the home, Crane 
devotes all its resources to helping 


him raise the American standard of 
living and to showing the public 
the finest results of his efforts. 


That is why: 


1. Crane national advertising is as 
much directed to illustrating the 
possibilitics of good plumbing prop- 
erly installed as itis to selling Crane 
materials. 


2. The Crane Exhibit Rooms are 
maintained as object lessons in 
good plumbing; and all visitors are 
told to go to their plumbing con- 
tractor to buy. 


3. Crane Traveling Exhibit Cars 


are sent into the byways, where 
the benefits of good plumbing are 
not as yet fully realized. 

4. Crane is insistent that its ma- 
terials beof a quality to add beauty 
to bathroom and kitchen, and to 
assure a pleased buyer. 

5. That is also why Crane guards 
both the consumer’s interest* and 
that of the trade by selling plumb- 
ing materials only through the con- 


tractor. 


In all Crane contractors, Crane 
has full confidence. Their success, 
collectively and individually, is the 
gauge of Crane success. Crane 
wants each of them always to feel 
free to take his ideas, his problems, 


. his tronbles, to any Crane man, 
with full assurance of a sympa- 
thetic ear and a helping hand, 


CRANE 


CRANE CoO., 626 W. PRATT ST., BALTIMORE, MD. 
GENERAL OFFICES: CRANE BUILDING, 836 S. MICHIGAN AVENUE, CHICAGO 
Branches and Sales Offices in One Hundred and Sixty-two Cities 

National Exhibit Rooms: Chicago, New York, Atlantic City, San Francisco, and Montreal 

Works: Chicago, Bridgeport, Birmingham, Chattanooga, Trenton, Montreal, and St, Johns, Que. 
CRANE EXPORT CORPORATION: NEW YORK, SAN FRANCISCO, MEXICO CITY, HAVANA 
CRANE LIMITED: CRANE BUILDING, 1170 BEAVER HALL SQUARE, MONTREAL 
CRANE-BENNETT, L1»., LONDON 
C!® CRANE: PARIS, BRUSSELS 
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Mail the Coupon | 
Today! 





This is the Emblem of the 
Oil Heating Institute 


It is the symbol of satisfactory public 
service in oil heating. 


Only the manufacturers who are mem- 
bers of the Oil Heating Institute are 
permitted to use it. 

These manufacturers have earned 
their membership through the enthu- 
siasm of thousands of home owners 
whom they have “emgage with effi- 
cient and dependable oil heat. 

This emblem protects you, and it will 
be protected, on your behalf, by the 
Oil Heating Institute. 
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Now is the time to Sell 


Oil Heaters! 


HE Oil Heating Institute is advertis- 
i to seven million readers of lead- 
ing magazines the desirability of planning 
now for oil heat this winter. 

There are many cellars in your neighbor- 
hood that have not yet been stocked with 


coal. And the closer we get to winter, 
the more receptive your prospects are to 
the advantages of oil heat. 


Are you cashing in on this opportunity 


for profitable business now? Let us send 
you the Institute’s 80-page book of impar- 
tial information on oil heating. It will help 
you to convince your prospects that they 


should install oil heating now, 


OIL HEATING INSTITUTE 


350 MADISON AVENUE, NEW YORK CITY 






Copyright 1927, by Oil Heating Institute. 


OIL HEATING INSTITUTE 


350 Madison Avenue, New York City 


Please send me, postpaid, your book entitled “Oil Heating, The 


Modern Miracle of Comfort’”....... Iam also interested in re- 
ceiving the latest data on commercial ...... industrial 
process oil heating....... 

hd fe ok oe ea sae ee eae eenes 
TI ear Ch 1 Soe ae wid caine ww Ra ale eae ee a Ree eN 
MMs civuacic d Paxane ses zclseiecesiciaiae 9 PPE OPO. Pree 
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When you see the NEW 


Here we are again—another new Myers Catalog—No. 60—is just off 
the press and is now being distributed to Myers dealers in this and 
other lands. 


Watch for your copy. Ween it arrives, study its pages carefully. We 
know you will be impressed with the completeness of the Myers Line, 
its splendid sales producing qualities, its numerous refinements, and 
the exceptional opportunities it now presents to representative dealers 
for more business at real ‘‘honest-to-goodness”’ profits. 


If you fail to receive your copy within a reasonable time after you 
read this advertisement, write for it, and when doing so, indicate what 
part of the Myers Line you are particularly interested in. 


THEE E MYERS & BRO,co. ASHLAND, OHIO. 


Manufacturers for over Fifty Years of MYERS HONOR-BILT PUMPS for Every Purpose, 
WATER SYSTEMS-HAY and GRAIN UNLOADING TOOLS ~- BARN,FACTORY and 
GARAGE DOOR HANGERS- STORE LADDERS. Etc. 





| PUMPS-WATER SYSTEMS -HAY TOOLS - DOOR HANGERS 


Standard the Wortd Over 
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The man who is so busy that he does not have time to read his trade paper is like 
the man who was so busy chopping wood that he did not have time to sharpen his axe 


HE PICTURE ON THE FRONT COVER 
this week may ultimately be a very common one, 
entirely replacing that of the coal man and his 

noisy deliveries. Oil heating is becoming more prevalent 
all of the time, and it looks as though its popularity will 
increase as time goes on. One of the deterrents on the 
decisions of some prospective customers of an oil 
burner, is the fallacious theory that the time will come 
when oil will no longer be possible to obtain. Alarmists 
have maintained that there is a definite limitation to the 
amount of oil that can be taken from the ground, and 
ask what we will use for oil when the available supply 
has been exhausted. The answer to that question is con- 
tained in an article called “The Future 


this week is headed by that name. It is the story of two 
college men in the plumbing and heating business, and 
tells of how they used their education as a means to 
their success. He might just as well have written a 
story about two other men who had gone through the 
practical school and used their education in the right 
way. Wherever a man gets his education, it is of little 


value to him if he cannot use it properly. 


NY HISTORY OF THE INDUSTRIAL SUC 
4 2 cess of the United States must necessarily dwell on 
the fact that American industry is composed of men who 
are progressive, and look forward to every method of 


improving conditions. Evidence of 





Supply of Oil Burner Oil,” by S. O. 
Andros. The article points out that 
we can hardly conceive of the time 
when we won't have enough natural 
oil, inasmuch as it is so far in the 
future. But even admitting that there 
is a definite limitation to the produc- 


2.—What 


tion of the world’s oil fields, and we > 
vent ! 


need not admit it, oil shale abounds 
in many parts of the United States, 
and other parts of the world. We 


: aes : faucets ? 
could obtain oil from shale for a 
good many years to come. However, 4.—What 


for those who have been worrying 
about our oil in the future, this story 
tells an interesting truth. 


AVE. YOU NOTICED A 
slight tang in the air yet? A 
day last week was so typically a 








harbinger of Fall, that 1 sat down 


Do You Know— 
1.—How many N.A.M.P. 


directors are serving their 


first term in 1927-28? 


is a crown 


3.—What metals are most 
commonly used in plating 


is the horse 
power of a boiler? 


5.—What government bu- ° 
reau is working to help the 
plumbing industry ? 


Answers are on page SS, 


this fact is the way that master 
plumbers throughout the country are 
trying to push the passage of state 
plumbing codes in those states which 
do not have them. 100 vears ago, the 
idea would have been preposterous to 
a statesman, but in these days of the 
progressive master plumber, they 
consider the subject seriously, and 
the reason for the failure of bills to 
pass in many cases is attributable only 
to the fact that they involve some 
legal questions which promote debate 
among the advocates and their op- 
ponents. “Your Weekly” endeavors 
constantly to help the passage of state 


plumbing codes, and in this connec 


2 6.—Has concrete any in- tion has done much in the way of 
jurious effect on lead? 


formulating codes, and publishing the 
results of its research. This week, R. 








M. Starbuck, |r., has an article called, 





immediately and made arrangements 

to get tickets for the big football games. Colleges 
will soon be starting again, and the season will soon 
be in full force. Do you ever think of the players as 
college students, as well as football players? If you do, 
the question might come up as to what they were getting 
out of college. If you investigated, you would find that 
some of them were in school merely to play football, and 
that some of them were getting free tuition and other 
gratuities for their football ability. Others are there 


latter are getting something out of their college courses, 
and will know how to take advantage of them when they 
are graduated. Knowing “How to Use an Education” is 
just as important as getting it, and Milt Marvels’ story 


“The Status of the Plumbing Laws 
of the Various States” in which he cliscusses citterent 
state codes. It reviews past progress and anticipates that 


of the future. 


N LINE WITH THIS PROGRESS IS THE TEN- 
dency on the part of radiator manufacturers to aid 
the beauty of radiators. Hence we have the new slim 
type radiation, “Radiator Design” is the name of an 
article published this week, written by Konrad Meier, a 


Swiss authority on heating. 
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SNAP THE SWITCH— 


That is all you do to cut and thread pipe with “TOLEDO” tools operated by a 
“TOLEDO” Power Drive Helper and Universal Power Drive which eliminates all of the 


hard work, speeds production and gives unlimited power capacity. 


If you would enjoy the benefit of this time and labor saving equipment, drop us 
a card for further information. 


PUT YOUR FAITH IN ee TOOLS"FOR EFFICIENCY 


THE TOLEDO PIPE THREADING MACHINE CO., TOLEDO, OHIO 
NEW YORK OFFICE, 72 LAFAYETTE ST. 
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Hard Work Those who want to find something 


wrong with business are not having 


a great deal of trouble, it seems. 


Necessary 
One does not have to talk to many men before learning 
that prices are coming down, that competition is increas- 
ing, that profits are shrinking, that employment is falling 
off, etc., ete. There has been a large volume of business 
done in this country in the last three years, and perhaps 
it is human nature to say that it can not continue forever. 


Many, though, have been predicting a drastic decline for 
many months and it did not come when they anticipated 
it. But some of the above signs, which are now appar- 
ent here and there, augment the feeling. Some of the 
above signs, also, must be accepted in their indication 
that business is not going to be so easy to get as it has 
been. 

But never has a real aggressive organization, not afraid 
to work and go after business, failed to get its share of 
business in good times or bad. When business is good, 
when there is little difficulty in getting a lot of it, inves- 
tigation will prove that as a rule it is coming from old, 
steady customers, and coming in such volume that little 
effort is made to develop new markets and new prospects. 
But there are those new markets and new prospects, and 
when business from the old customers begins to slack 
off a bit then is the time to reach out after the new. 
It is no sign that every one’s business is slacking off. 
What is lost from the old customers can be found among 
new. It just takes work. 

As proof of this and as proof that this is not just a 
“pep” talk, we know of organizations who worried about 
shrinking business in 1907, a so-called panic year. But 
some of them went over ‘all their prospects, good, bad 
and indifferent, and made a determined sales drive for 
business that was lying dormant. As a result, 1907 was 
one of the best years they ever had. And we use 1907 
as an example just to emphasize our point, certainly not 
to compare it with present prospects. 

The answer, then, is hard and intelligent work. Busi- 
ness is still very good and, if some signs point to reces- 
sions ahead, that should just mean that now is the time 
to go after business which, in the rush of recent years, 
has been overlooked. It is certainly not the time to say 
that things are going bad and then sit back and let them 
go bad. 


21 


H In a late book, “Your Money’s 
A elpful Worth,” which is enjoying consider- 
Association able vogue, the Heating and Piping 
Contractors National Association was mentioned as one 


outstanding organization which not only benefits its 
members but protects and helps the public as well. The 
author was referring particularly to “Certified Heating.” 


Such recognition is encouraging and satisfying, for the 
idea behind “Certified Heating” is a good one. In the 


first place, it guarantees the purchaser that he will get 
a heating plant which will deliver satisfactory heat under 
specified conditions. In the second place, it gives the 
heating contractor, who advertises “Certified Heating,” 
a preference on a job. It automatically tends to eliminate 
incompetent contractors, and, in general, as the above- 
mentioned book states, helps the public and helps the 
contractor. It is a good example of the constructive in- 
fluence a trade association can be. 


Picnics, or outings, and golf have brought 


O71 
J c al master plumbers and heating contractors, 
Business wholesalers and manufacturers together 


in thousands this summer. All over the country, judging 
from the news columns of our papers, associations have 
been holding get-togethers and golf tournaments every 
week, Golf, particularly, has been a popular means for 
promoting close relationships between men in the busi- 
ness. An old-timer in this business used to say that 
plumbing and heating were certainly a social industry. 
Conventions during the first half of the year, outings and 
golf during the summer, dances and dinners during the 
fall and winter months were the schedule he outlined 
as proof of his statement. 

But, in our opinion, these so-called social activities 
are what make the plumbing and heating industry the 
united industry it is. At least they have a very definite 
influence in the process. It is really inspiring to see 
some of the friendships that exist in this industry— 
friendships between competitors. Playing golf together, 
eating together and talking together—that is what makes 
friends. We say, therefore, that golf, outings, dances, 
etc., are very definite helps to business, and we see in 
the better business ethics which they automatically create 
the answer to many of the trade problems which we must 


encounter. 


























Courtesy Sinclair Oil Refining Co. 


Sky view of an oil refinery 


The Future Supply of 


Oil Burner Oil 


By S. O. ANDROS" 


is a Without it the whole 
civilization would 
It is the breath 
Our huge electric generators 
could not revolve except in a bath of oil. 

It provides fuel for our battleships, for our merchant 
marine and for our locomotives. It heats many our 
churches, office buildings and homes—and we 
accept this miraculous fluid as a matter of course. We 
do not inquire how petroleum originated, where it is 
found nor what its products are. Yet no information is of 
more vital importance to us. Especially is a knowledge 
of oil important to the heating industry owing to the 


increasing use of oil burners. 

ILLIONS of years ago, in what geologists call the 
M Carboniferous period of the earth’s history, the air 
contained much dioxide than it 
Carbon dioxide, often called carbonic acid gas, is plant 
food. Plants in the Carboniferous period grew in un- 
A fern which no place in the world 
today grows taller than three feet then grew to be seventy 
feet high. 


IL priceless resource. 
structure of 


j It smooths the wheels of industry. 


of life to the gasoline motor. 


modern 


of 
theaters, 


THE ORIGIN OF OIL 


more carbon does now. 


believable profusion. 


* First president of Chicago Oil 
writer of several books on fuel oil. 


Burner Association and 


collapse. 
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In the salt marshes bordering the ocean, 
grew luxuriantly in the Carboniferous period. 
enormous plants died they fell 
swamps. 
rapidly. 
swamps 


vegetation 

As these 
into the water of the 
Covered with water, the plants did not decay 
Shifting currents of the streams that fed the 
buried these masses of vegetation under hun- 
dreds of feet of mud and other sediments. The pressure 
of these overlying sediments compressed the vegetation 
and hardened it to the substance we call coal. Some geol- 
ogists believe that this vegetation was transported by 
floods which deposited it at the mouths of rivers. 

During all the time while this vegetation was being 
compressed it was slowly rotting. When vegetable matter 
rots slowly in the presence of air, gases are given off that 
condense to make petroleum, and liquid petroleum itself 
is formed. The weight of the sediments deposited upon the 
vegetation squeezed the oil and gas out of the vegetable 
mass into the adjacent porous sandstone. 

All over the earth these coal beds were formed during 
the Carboniferous period. The oil and gas squeezed out 
of the coal traveled by capillarity along the tiny crevices 
in the sandstone just as oil in a kerosene lamp travels uP 
a wick. And some of the salt water trapped in the mud 
covering the vegetable mass traveled along behind the 
gas and oil. That is why salt water is so often found 
in oil wells. 
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HOW OIL POOLS ARE FORMED 
HE EARTH is constantly shrinking as it cools and 
the earth’s crust wrinkles up just as the skin of an 
orange does when the orange shrinks. Folds are formed 
in the rocks of the earth’s crust. When the strata are 


bent upward the fold is called “anticline.” When they 
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of years depth increased to 1,000 ft. Only a few years 
ago a 1,500-ft. well was deep. Then drillers were in- 
structed to “stop at 2,000 ft.’”’ Development of more 
effective drilling tools and machinery has made increas- 
ingly deeper holes possible. Today a 3,000-ft. hole is 


commonplace and holes a mile deep have been drilled in 



























Sectional view of an oil well showing deposit of oil in a syncline 


are bent downward the fold is a “syncline.’’ Sometimes 
the strata are pushed up so that they look like an over- 
turned sugar bowl. This formation is called a “dome.” 

The gas, oil and salt water traveled through the rocks 
until they reached an anticline or a dome. If the rock 
layer above that in which they were traveling was an im- 
pervious one, their progress was stopped, and they spread 
out with the gas on top, the oil next and the salt water 
at the bottom. 

Of course an anticline or a dome are not the only struc- 
tures in which oil pools formed. A pool was formed 
wherever the migration of the oil and gas was blocked. 
For example, if the rocks had been broken and the broken 
ends had been pushed along each other, a porous stratum 
may have been pushed against an impervious one. When 
the rocks are thus broken geologists say they are 
“faulted.” 

Inasmuch as oil pools are hidden in the rocks of the 
earth’s crust with often no surface indication of their 
presence, search for them is conducted more or less 
blindly. Sometimes, however, seepages on the surface 
disclose enormous fields. In the United States the search 
for oil has extended westward from Pennsylvania over 
the Rockies and into the very waters of the Pacific. 


GREAT DEPTHS NOW ATTAINABLE 


ie FIRST oil well casing was sunk by a former rail- 
road conductor named Drake at Titusville, Pennsyl- 
vania, in 1859. This first well reached oil at a depth of 
69 ft. Previous to Drake’s well, oil had been procured 
from pits and shafts dug where seepages had been found 
on the surface and the oil was drawn from the pits in 
wooden or leather buckets. The use of a casing made 
it possible to hunt for oil where the surface held so much 
water that open pits could not be dug. 

The first oil wells were shallow. In the early days of 
the industry a 500-ft. well was unusual. After a lapse 


California. In West Virginia one hole has been drilled to 
a depth of 8,000 ft. 

The boundaries of the United States include approx- 
imately 2,000,000,000 acres—only 2,000,000 have pro- 
duced oil in commercial quantities so far. Experts state 
that at least 4,000,000 acres are still available as petro- 
leum fields. Early fields regarded as exhausted a few 
years ago may develop tremendous new pools at the 
depths which may be attained by the use of present-day 
equipment. 


MANY PROSPECTIVE OIL AREAS 
ORMER Secretary Lane of the Department of the In- 
F terior in a letter addressed to the United States sen- 
ate said: ‘Adjacent to or near many of the productive 
areas already discovered in the major oil fields of the 
United States there are additional areas which are to be 
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Showing the distribution of oil, gas and water in an oil well 
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regarded as prospective oil territory, because they include 
geological formations that elsewhere carry oil, and be- 
cause they either possess known or inferred geologic 
structures favorable to oil accumulation or disclose sur- 
face indications of oil. Other regions more remote, but 
also presenting favorable geologic conditions, so far as 
they can be observed at the surface, must likewise be 
counted, though in many cases with less confidence, among 
the probable or possible oil fields of the future.”’ 


OIL SHALE RESOURCES 
ee O discussion of the petroleum resources of this 

N country can overlook the great potential im- 
portance of our extensive oil shale deposits as possible 
sources of oil. The oil shale deposits of the United States 
are a possible source of oil in amounts far greater than 
all the available natural petroleum of this hemisphere. 
They form an enduring asset, sufficient to sustain an 
enormous ultimate load for an indefinite period.’’ 

“D. E. Winchester, who has mapped many of the de- 
posits for the U. S. Geological Survey, reports that in 
northwestern Colorado and northeastern Utah, there is 
enough of this shale in beds three feet or more in thick- 
ness, and capable of yielding 22 gallons or more of oil to 
the ton by distillation, to provide as much as 40,000,000,- 
000 barrels of oil. 

“If the deposits of southwestern Wyoming and the small 
areas of rich shale in Nevada be added, the roughly esti- 
-mated production mentioned above may be enormously 
increased, possibly doubled. Deposits of oil shale of lim- 
ited extent, and generally less rich, are present in a num- 
ber of states, namely, Pennsylvania, Indiana, Kentucky, 
Texas, Wisconsin, Michigan and West Virginia.” 

As a nation we have always been self-sufficient. It is 
gratifying to us to know that we have met from our own 
natural resources the unprecedented demand for petro- 
leum products. We have seen our oil production grow 
from 2,000 barrels in 1859 to 770,000,000 barrels in 1926. 
Xvery pessimistic prediction concerning our oil supply 
has failed to come true. In 1920 one of our best known 
oil statisticians declared that the peak of our production 
would be realized at 470,000,000 barrels a year. We pro- 
duced 472,000,000 barrels in 1922. Today the entire 
industry is begging for relief from the flow of oil in new 
Texas and Oklahoma fields which are producing millions 
of barrels that the market cannot absorb. 


WORLD OIL SUPPLY TREMENDOUS 


peti that our present requirements are amply 
provided for and that the needs of the coming gen- 
eration will be met, we have given scant consideration to 
foreign flelds. Yet the same conditions during the car- 
boniferous period that gave us our ‘‘Niagara’”’ of oil, ex- 
isted over a great portion of the world. 

Russia produced more than half of the world’s oil sup- 
ply in 1900. Political conditions have rendered the pro- 
duction negligible for the moment, but Russia has 
enormous oil fields and so has Mexico. Roumania, Persia, 
Poland, Mesopotamia, Saghalien, South America, Algeria, 
Egypt, Japan, Formosa, China, India, The East Indies, 
Madagascar, the Philippines, Australia—all possess oil 
fields, many of which are known to be of great magnitude. 


Isaac F. Marcosson in “The Black Golconda” says: “If 
the source of a considerable part of the American people’s 
crude oil requirements be transferred from domestic to 
foreign fields, the American petroleum machine can go into 
reverse without much more effort than throwing out the 
clutch. It was built to do that. 

“The trunk pipe lines from the interior to Atlantic and 


Gulf ports will carry crude as cheaply to the interior as 
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away from it. Should the American producing field be 
changed into a consuming market, the problem of sup- 
plying the refineries dependent upon it would present no 
great difficulties, and the cost need not necesarily be 
much higher. Once afloat and in large bulk, crude oil can 
be transported in tankers at a surprisingly cheap rate as 
compared with any other method. The big tankers, of 
from ten thousand to twenty thousand tons, with which 
the industry has equipped itself, and which are now en- 
gaged in the movement of crude oil from California and 
Gulf ports to various seaboard refinery points, could be 
ured for the movement of crude from, say a Mediterranean 
port, which would be the terminus of a pipe line from 
Mesopotamia, at a lower cost than is now incurred in 
moving crude through the Panama Canal from California 
to a North Atlantic port. It is as feasible to bring crude 
by water from foreign fields to be refined in the Atlantic, 
Gulf or Pacific Coast refineries, exporting the surplus, as 
to refine the crude at the point of origin, and be under 
the necessity of exporting all of the variety of finished 


products derived from it.” 


EFFECT OF AUTOMOTIVE INDUSTRY 

ROM the crude petroleum itself, more than 500 differ- 
pet products are obtained, ranging from medicinal oil 
to gasoline. These products vary from decade to decade 
according to public demand. In the ’fifties of the last cen- 
tury the whole world was searching for an illuminant. 
Petroleum was expensive—kerosene sold for two dollars 
a gallon and, even at this price, was entirely displacing 
“coal oil’ and deodorized fish oil, which were the prin- 
cipal illuminants of that day. 

Drake’s well in 1859 produced twenty barrels of petro- 
leum a day and the oil industry was born. Kerosene, the 
illuminant, was the only product sought. All other prod- 
ucts were thrown away. Gasoline was a liability to the 
oil refiners and was hauled off to the open fields sand 
burned to get rid of it. Kerosene remained the profitable 
petroleum product until the advent of the automobile. 
The automobile changed conditions in the oil industry. 

In 1899 there were only 3,700 automobiles manufac- 
tured. Five years later 21,975 were produced. Ten years 
later we produced 127,731. The total number of passen- 
ger cars and trucks manufactured in 1926 was 4,488,000. 
Gasoline from being the despised waste product of the 
industry, has become the most important. 


MAJOR PETROLEUM PRODUCTS 
y dsondy the five major commercial products of petro- 


leum are gasoline, kerosene, gas oil, fuel oil and 
lubricants. Crude petroleum as it comes from the ground, 
is a mixture of “hydrocarbons.”’ A hydrocarbon is a 
chemical combination of hydrogen and carbon. Some 
hydrocarbon molecules have one atom of carbon joined 
to four atoms of hydrogen. Others have as many as 35 
atoms of carbon and 72 atoms of hydrogen. Every hydro- 
carbon has its own boiling point, which is different from 
the boiling points of all other hydrocarbons, just as alcohol 
has a different boiling point from water. 

When crude petroleum is put into a still and heated, 
the first vapors boiled off condense to form gasoline. Next 
come the kerosene vapors, then gas oil, then fuel oil, and 
last, the lubricating oils. Some refiners run the last of 
the kerosene vapors and the first of the gas oil vapors 
together to form a product called “distillate” or ‘furnace 
oil” because it is used so largely as a fuel in domestic fur- 
naces. The first products coming from the still are the 
lightest in weight and the most inflammable. The last are 
the heaviest and least inflammable. 


(Continued on Page 44) 
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Windows on a main street kept lit until 1 a.m. attract attention and win prospects 


ow to Use an Education 


—whether you get tt in college or in 
the school of experience 


A MILT MARVELS Story 


started out to find out whether or not a college edu- 

cation pays. I’m ready to agree with anybody that, 
in his own line, Mr. Edison’s the wizard they call him. 
But it seems pretty easy to me to answer that question. 
A college education, like anything else, may be wasted on 
some of us. It’s like asking whether it’s safe to have a 
young man inherit a lot of money. It all depends upon 
the young man. And whether or not a college education 
“takes” is going to depend upon the young man who gets 
the inoculation. There are a lot of us, not such bad 
souls after all, who weren’t meant to acquire college 
training and modern educators recognize the fact that it’s 
foolish to try to force it on us. 

But there’s likewise no doubt that, when a college 
education does ‘‘take,’’ that young chap starts with an 
equipment which will help him to carve out his success, 
especially in technical lines. Now, to get down to cases: 


V se WILL remember that some time back Mr. Edison 


25 


What's this talk about a college education got to do with 
the plumbing and heating business? It’s just my way of 
easing into a story of two college men who have been in 
the business out in Sacramento, Calif., since 1920. I 
could, of course, have started right off with: ‘There are 
two college men in Sacramento who have made a suc- 
cess.” But Mr. Edison’s tests popped into my mind, and 
it seemed worth while to digress for a bit, especially when 
you remember that with the Carnegie scholarship avail- 
able, this question of higher education is going to be a 
practical] one in the home of many a plumbing and heating 
man in the years to come, who got his higher education, if 


any, in the big school room of practical business. 


EXPERIENCE THAT WAS USED 
DON’T know whether the members of the firm of 
Luppen & Hawley—that is, the original members— 
the first of whom is a graduate of Cornell, and the second, 
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of Illinois—ever let their loyalty to their respective schools 
lead them into arguments. If so, they keep those argu- 
ments out of the business and travel in harness together 
as if they had played on the same football teams during 
the years they spent in absorbing all that the universities 
had to offer in their line. Perhaps it’s the fact that they 
have had a scientific training (the word ‘“‘science’’ means, 
in a general way, organized knowledge) which has en- 
abled them to organize the business as they have. Each 
department has specialized attention—one member takes 
care of plumbing, one of heating, one of ventilating, and 
there is a superintendent for the electrical department— 
they handle electric refrigeration. 

Here’s how the two men first got together. Mr. 
pen was general superintendent for the Department of 
Public Works of the State of California—to give the full 
and Mr. Hawley was mechanical engineer for the 
succeeding Mr. Luppen when he took 
a step upward. For several years they were in complete 
charge of all mechanical work in all of the thirty-five state 
institutions which came under their department. They 
were responsible for laying out all mechanical equipment 
for new buildings, and for maintaining the old equipment. 

Now, in their state service, they had a very fine oppor- 


Lup- 


name- 
same department, 


tunity to get acquainted throughout the state and they 
used the opportunity for all it was worth. They felt that 
there was a big opportunity for a firm who would bring 
good training and experience, especially in the heating 
field. They ran into a number of jobs which weren’t 
giving satisfaction, and they felt that with their equip- 
ment they could guarantee satisfaction. 

Of course, as soon as they had teamed up, they went 
the which training and 
experience handle. aside from 


their 
But, 


type of jobs, 
them to 


larger 
enabled 


after 
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these, they put forth a special effort to securing the work 
of remodeling heating systems in Sacramento, both in 
residences and in business buildings and so proving to 
owners that steam and hot water plants could be made to 
operate efficiently. This was good strategy and 
found it so when they went after new jobs for heating. 
They found that they had a much better chance to sell 
the owner on the idea of a piping job for residences be- 
cause they had eliminated a source of sales resistance and 
in the place of dissatisfied users had substituted a group 
of satisfied customers. 


they 


SATISFYING THE CUSTOMER 

ND that word ‘‘customers’’ suggests another idea that 

has always been fundamental with them. They like 
to think of the people for whom they do work as “clients.” 
Surprising what such a seemingly trifling difference in at- 
titude will do. But their policy was to build up a per- 
manent business. They wanted a business of which they 
could be proud and with which they could stay for the 
remainder of their lives. Every man in their organiza- 
tion knows that the work must be done properly. That's 
insisted upon. No man is permitted to save time or ma- 
terial at the expense of quality. They have eliminated 
from the organization any men who have shown a ten- 
dency to let quality fafl down. 

That isn’t just a general policy. It means something 
right on the job. Take a contract job on a residence, for 
instance. I remember that I used the crates in which the 
fixtures for my place came for one purpose or another. 
They had been left lying just where they had been un- 
packed. But Luppen & Hawley have a reputation for 
leaving a job in a thoroughly presentable condition. All 
fixtures are washed up. The bathroom is cleaned up, the 


——$—______}, 

















Note the spaciousness—neatness—business-like atmosphere of this part of the sales room 
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floor of the bathroom and the kitchen are mopped up. 
Everything is left ready for use. Now, when a real estate 
man, or an owner, is showing a prospect through a new 
house, it’s often necessary for him to apologize for the 
condition of things. ‘‘We’ll have all this litter cleaned 
up, of course,’’ he says—but he realizes that there’s not 
the smooth sailing he ought to have. When a prospect 
steps into a bathroom or kitchen where Luppen & Haw- 
ley’s men have been working, he steps into a room that 
presents a neat appearance. It’s just as it will look when 
the house is in use, and there’s no litter to detract from 
the beauty of the fix- 
tures. It’s difficult to 
admire anything if you 
have to step over rub- 
bish to look at it. 

I don’t know how 
far they go in carrying 
out the slogan, ‘‘The 
customer is always 
right.’’ Customers are 
sometimes anything but 
right. But their rule is 
this: Never let a com- 
plaint go until a client 
is thoroughly satisfied 
that everything is O.K. 
with him in every way. 
In other words, that 
leaves a bit of room 
for negotiating a mat- 
ter with the customer 
and making an adjust- 
ment which, while sat- 
isfactory to the cus- 


tomer, isn’t necessarily This shop wasn’t made ready for the photographer. That's its every-day 
look in 


unfair to the company. 


MERCHANDISING FOR VOLUME 

OW, as to the matter of getting business. Every 

member of the firm is a salesman in his own de- 
partment—that’s a part of his responsibility to the com- 
pany. As soon as they have any idea that a prospect is 
going to build a house, they get after him. With so 
many lines out, they get a good many prospects they 
wouldn’t otherwise. If one member of the firm gets a 
lead, it is handed to the others so that each depart- 
ment has its chance to sell its own service. And so on, 
throughout a whole job, everything works by departments, 
plumbing, heating, ventilating and electric refrigeration. 
That means definite responsibility for every man. 

Their location is well chosen. They are on a main 
street, between the business and the residential sections 
where many automobiles pass. They keep the windows 
filled with interesting displays and hardly a day goes by 
without evidence of the effectiveness of the displays. For 
the benefit of night-time traffic, the windows are kept 
lighted until one o’clock in the morning. One of the 
photographs herewith shows just how the windows look 
at night. 

In building up a list of prospects, use was made of the 
city directory and the telephone book. They picked out 
people who they knew were financially responsible and 
able to buy. The names were selected by residential dis- 
tricts and you may be sure that they specialized on the 
prosperous districts. 

On their fifth anniversary in business, they had what 
Was a very effective piece of advertising in a Sacramento 
Page. In fact, it was a clipping showing this advertise- 
Ment, which first called my attention to this company, 
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whose success seems to rest somewhat on college diplomas. 

At the top of the advertisement—it was a half-page run- 

ning the full height—was the name of the firm and its 

business, “Plumbing and heating,’ followed by a big 
numeral ‘5’ and alongside of it ‘Years in Business 

Today.”’ 

The copy which followed was this: 

“Today in retrospection we look back over the years 
of our activities in Sacramento and a large portion 
of the state, and it seems to us that we have carried 
on along the lines originally laid down—‘of always 

striving to give sat- 

isfaction and devel- 
oping and holding 

confidence’ with a 

large measure of suc- 

cess—a record that 
we can in all mod- 
esty be proud of. 

“In that time we 
have filled— 

2,801 Small Jobbing 
Contracts. 

278 Plumbing Con- 
tracts in Homes 
and Apartments. 

51 Heating Contracts 
in Residences. 

34 Plumbing Con- 
tracts in Public 
Garages. 

17 Plumbing and 
Heating Contracts 
in High Schools. 

33 Plumbing and 
Heating Contracts 

Grammar 

Schools. 

80 Plumbing and Heating Contracts in Store 
Buildings, Office Buildings, Theatres and 
Factories. 

This work was scattered in many directions and 
ranged from Susanville in the north to Por- 
terville and Atascadero in the south.” 

Then followed a “representative list of buildings 
in which we installed one or more branches of the 
mechanical equipment—plumbing, heating, ventilat- 
ing.’”’ The names of thirty-nine jobs followed—and a 
goodly list of prestige-building jobs they were. 

The copy continued: 

“We mention this detail of our business activities 
that we may call attention to the excellence of our 
organization and our ability to handle the largest kind 
of contracts—or any requiring intimate knowledge 
of plumbing or heating problems. 

“One feature of our work that we have developed 
largely is that of SMALL REPAIRS requiring im- 
mediate attention. Any emergency that arises in 
your home that demands a plumber or heating ex- 
pert will get instant attention from us if you will 
phone us. Main 4103. 

“LUPPEN & HAWLEY.” 

One of the most interesting things in that advertise- 
ment to me was the listing of the work they have done in 
five years. You realize, of course, what that means. They 
have a file of every job they ever did, and their records 
are in such shape that it was possible to compile this 
interesting information. You know the old saying that 
nothing succeeds like success, and this listing of work 


(Continued on Page 74) 








Radiator Design 


By KONRAD MEIER" 


GS ioome heating presents 
some problems in do- 
mestic engineering that 
are still in the process of 
solution. Not the least of 
these is the development of 


apparatuses for the emission 
of heat within the rooms to a 
where it will more 
generally pleasing and accept- 
able. 

It an task to 
bridge over the gap between 


point be 


is not easy 


In Europe, the view seems 
rapidly gaining ground, that 
wholesale manufacturing is 
not compatible with the old 
conventional forms originated 
by work of hand, because the 
new methods do not lend 
themselves readily to it and 
merely produce inferior imita- 


tions. 

However, this does not 
mean that artistic results are 
not obtainable. Wholesale 
production simply demands 





the traditional forms of heat- 
ing and the new appliances 
designed for entirely different 











designs suited to materials 





and machinery, as well as to 








situations and demands. In 
Kurope, characteristically, 
tradition has been followed 
more closely, the _ original 
steam heater first taking the 
shape of the ordinary coal 
stove. 
Cumbersome and 


pensive, this type soon was 


ex- 


superseded by the cheaper 
cast iron ribbed _ surfaces, 
which, however, were ton Fig. 1—A porcelain stove used in Germany. 


crude without some covering. 
The latter were then mostly 
built as cabinets, somewhat similar to those brought for- 
ward today. But the insanitary character and other ob- 
jectionable features of these devices were observed, and 
when the sectional radiator entered the field in America 
about that period, it also found a ready market in Europe. 

As its name implies, it was intended to radiate and 
therefore was designed for exposed application. However, 
this origina) idea has not yet been fairly and fully realized 
owing to the persistent and wide-spread tendency toward 
Even though such measures may be due to 
they nevertheless want 
of aesthetic quality. Discriminating people instinctively 
feel, that a plainly machine-made product is not in keep- 
ing with the arts and crafts of fine interiors. Indeed, 
much of the direct radiation still lacks the clean-cut and 


well finished appearance, which is a first principle of real 
art, embodied for instance in the dignified open fire place 
and the highly decorative tile oven of the 


concealment. 


a variety of reasons, indicate a 






Old World, not to speak of first class Cy 
building equipment used for other pur- AR 
poses. 

Hence, although the direct method is 
the sane, safe and economical way of 


heating by steam and water, we are still 
at odds over the question of satisfying the 
various tastes and are discussing whether 
radiators should be improved and refined 
or simply be covered up wherever the case 


or the client may demand it. 


*Mr. Meier author of several books on 
heating and has an international reputation. 
He lives in Switzerland. 


quettes made 


is 





signed for burning coal made in the form of briquettes 


Fig. 2—A peddler selling bri- 


hard coal for use in the porce- 
lain stove 


serviceability through creative 
engineering and is, in _ its 
way, equivalent to the per- 
sonal and loving effort of the 
craftsman. Art is not created 





by money, but money is in- 
dispensable to spread it. 
The sectional radiator, as 


first produced, was a good 


step and recent designs show 
progress in this direction. 
We seem to be on the right 
track, but there are radiator 
manufacturers in various 
parts of the world who have not yet reached the point 
where their radiators are generally conceded to be a 


It cannot be denied that it 


They are de- 


pleasing feature of the room. 


would be desirable to reach that state of the art. 
Aesthetic quality is not to be ignored. It has a business 
value. 


The question remains, whether the industrial product, 
when perfected, will harmonize and look right in any sort 
of surroundings, This, of course, is not to be expected, 
but it may be contended, that it should be acceptable 
wherever direct heating is in order. If this will not do, 
the engineer must look for another system leading to an 
all around satisfactory solution. 

A variety of means are available without resorting to 
concealment, which is but a convenient makeshift, in many 
instances, to cover up an unsightly piece of work. It is 
believed by many that we should have direct radiation 
that is not only practical, but attractive. 
Progress is feasible in this direction and 
surely indicated today by recent investiga- 
tions of the proper utilization of the 
emitted heat, brought out, for instance, in 
the proceedings at the annual meeting of 
the American Society of Heating and Ven- 
tilating Engineers in January, 1926. 
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THE PROBLEM OF HEAT 
DISTRIBUTION 
IRECT surfaces emit heat by radia- 
tion and convection in different 


according to proportions, design 
The heat of convection, 


D 


ratios, 
and applications. 


from brown or 
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always imparted to the air, tends to rise and, particularly 
with interior location of radiators, will produce excessive 
temperatures near the ceiling, while the lower strata of 
the rooms remain colder. Such a condition is not con- 
ducive to comfort and health. Moreover, it involves delay 











Fig. 3—Showing a European type of wall radiator 


in service and additional heat for producing the desired 
temperature in the occupied zone, especially near the floor, 
where the heat is most wanted. It has been shown that 
coal bills may be doubled in consequence of improper and 
unequal distribution. The losses will depend upon the 
amount of convection, the temperature of the air leaving 
the radiator and its location as affecting the air currents 
within the room. 

Screened surfaces are unfavorable in these respects. 
Being confined, the air is brought to higher temperature 
and the tendency for overheating the upper zones is in- 
creased. There is also a tendency to overheat walls sur- 
rounding the radiator. And finally, the opportunity for 
gathering, drying and circulating dust is certainly not 
conducive to healthful air. Hence we should try to reduce 
the ratio of convected heat or provide means for its proper 
quality and delivery at the right place. 

Radiant heat acts directly on the surroundings. Its 
utilization also depends upon disposition, but as a rule it 
can just as well be placed advantageously underneath 
windows and nearest the floor. And as the effect on 


efficiency of height and disposition is better understood, 
it will naturally come to be applied more with that in 
view rather than with the idea of saving pipes and using 
cheaper surfaces, which is the argument for interior loca- 
tion. 

Mild radiation, as obtained with hot water apparatuses, 
is an agreeable and wholesome heat, and resulting in the 


low air temperature for equal comfort and correspondingly 
higher humidity. Excessive dryness so often complained 


Y 





eZ, ULiiiiadilitii¢iiiitiaissitididdidiiiklbddiddtkddde 
LL 


ZZ ZZ 
VILL Lh MM Mhhhehhhhbbededeke 
a 





(LiLiLihhditiitttdibtiiditidikidlhliedled 


Li hh Mh MMMedehedhdeddehedhdchehehebedhcbeabedbrhabe 


DOMESTIC ENGINEERING _ 29 


of, especially when depending upon air currents made 
more offensive by dust, is practically preventable. All 
considerations therefore point to the use of low, flat and 
exposed surfaces, giving the highest ratio of radiating 
effect and built for placing underneath the windows. 

Single column and wall radiation is used by many 
to meet these conditions. These types, intended to spread 
the surface, are fastened to the walls, and it seems de- 
sirable to have patterns frankly and specially designed 
for that mode of installation, which, by the way, is the 
most favored one for high class work in Europe. 

The supports 
may as well be 
visible, but they 
should be neat 
and self-contained, 
providing a mini- 
mum space be- 
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sure free air cir- 
culation. The 
warm air rising 
from behind a 
window radiator is 
always fairly 
utilized, being of 
moderate tempera- 
ture, mixed with 
the colder cur- 
rents from the 
glass surfaces 
and generally car- 
ried towards the 
room without 
overheating 
the ceiling. Even 
distribution, the 
key to good heat- 

ing service, is best Vhs 
approached Fig. 4—End view of a European 
by meeting the type of wall radiator 

chill at its source. 

Radiators of the wall typé can be built strictly to suit 
the desired action, that is, for efficient radiation towards 
the room and air heating on the side turned to the wall, 
as the usual situation demands. Indeed, the development 
of front and back surfaces,. instead of the sides facing each 
other, seems but natural in this case and advantageous. 
The comparatively flat radiant face should improve, if any- 
thing, the general appearance. This may be enhanced, 
when each radiator is built as a distinct unit, irrespective 
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Fig. 5—View looking down on radiator shown in Fig. 4. 














Plumbing 


N this problem you can consider that the plans for a 


| comfortable home have been delivered to you by the 
architect, who wants you to locate the plumbing fixtures 
and make a cellar plan of the drainage piping. 

There are two plans, the first and second floor plans, 
shown herewith, and the first thing to be done with them 
is to locate the plumbing fixtures that are to be required. 

On the first floor there is to be a sink in the kitchen, 


a water closet and lavatory in the toilet room, and a re- 


frigerator wherever convenient, in the kitchen or else- 
where, also a sink in the pantry. 
On the second floor there is to be a bathroom, and a 


lavatory in the front bedroom, which is next to the bath- 
room, 

After making these locations and the stack locations, 
then make a cellar plan by tracing the walls from one 
of the floor plans, and locate a set of laundry tubs and a 
water closet in the basement, 

With the information that the floor plans now give you, 
we want you either to make an elevation of the entire 
plumbing system or an elevation of each separate stack 
as you see fit. You can show the 
traps and connections, just 


and its connections, 
fixtures or only the 
choose. 

We would like to 
isometric elevation. ° 

After you have made your elevation we have something 
else for you to do. 


as you 


have those who can do so make an 


As you know, people nowadays think a lot of personal 
comfort, and it has come to the point where even a small 
family wants more than one bathroom. It 
sense desire, too, as almost any of us can testify. Who 
of us hasn’t got “‘peeved’’ when we were hustling to get 
started in the morning and shaving operations were held 
up because some other member of the family had posses- 


is a common 


sion of the bathroom? 

The extra bathroom has rapidly grown in favor, and 
really represents a fine opening for new business, some- 
thing for the progressive plumber to bear in mind. 

Well, we want you to imagine that after this house 
has been completed and occupied, a wail goes up for a 
second bathroom on the second floor. You are called in 
the ground how the thing can be 
managed. You can turn closets to use, you can tear down 
or move short partitions, you can put in a new window— 
you are at liberty to do any of these things in a reason- 
able way. 

Study the situation over carefully, and get the new 
bathroom in. Show the new bathroom fixtures so that 


to look over, to see 
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Problem 


they will be distinguished from the rest of the 
either by using dotted lines or a different colored ink or 
pencil. 

Show this additional work on your elevation, but show 
it so that it will be distinguished from the rest of the 
drawing, as explained above. 

If there is anything about this work that is not en- 
tirely clear, do the best you can. Send in your floor plans 
and elevations and they will be discussed in one of the 
Schoolmaster articles. 

Speaking of the Schoolmaster articles, do you 
what a nice thing we heard said about them a while ago? 

This is the story. Some time ago a conference for the 
plumbing trade was held at one of the great educational 
institutions of the country. One of the vital questions of 


the conference was the problem of providing better tech- 
nical education for the young plumber than he has had 
in the past or is getting at the present time. 

It was recognized by those who took part in the dis- 
cussion, that if examination requirements were going to 
be made more severe, as is prob- 
ably the case, the only just course 
was to provide the student of 
plumbing with the means for 
studying, and gaining thereby the 
knowledge that he will require in 
meeting these greater require- 
ments, 


The point was made that the 
young plumber cannot learn much 
except of practical subjects during 
working hours, and that many and 
perhaps most of them for one rea- 
son or another cannot attend 
schools or trade classes where 
these subjects are presented. 

After the close of the session 
one of the leaders in the confer- 
ence was heard to make the fol- 
lowing remark, “The best work 
that is being done at the present 


time in educating the plumber is 
being done by the Schoolmaster 
series that ‘Domestic Engineering’ 
is running.” 

The remark was pleasing to us, 
and we know that members of the 
class will be glad to hear this. 


work, 


know 

















Max Brenner, class 
member, Safford, Ariz. 
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Good House Plans Will Include 
a Really Modern Bathroom 


ERHAPS you’ve noticed that, of all the 
rooms in a house, none shows use so 


quickly as the bathroom,—because, after 
all, it is the most used room in the house. Sant- 


tation and economy are served by installing only 
the best and most modern equipment in the bath- 
room—and whether it’s a new home or an old one 
to be remodelled, you will find that there wil) be 
less work, the bathroom will look well, and will 
be more convenient, if the fixtures are of the 
modern type which combine beauty and conveni- 
ence in equal measure. We invite you to see our 
displays. 





Let us send 
you a copy 
of do eT 
Story of the 
Bath.” The 
children will 
like to have 
it read to 
them — and 
you'll enjoy 
the reading. 
It isn’t ad- 
vertising. 


(In this space your Name, 
Telephone, and 
Address ) 








The Newspaper Bazaar 


a YOU have any doubt about the effectiveness of newspaper advertis- 
ing, just notice the variety of the merchandise offered daily. It is 
almost not too much to say that everything from pins to elephants are 
advertised—and sold. The newspaper is like the old public bazaar. It’s 
the market place of the town. There is no reason why plumbing and 
heating materials may not be sold in the columns of your local daily 
paper. Commence this week to use the Advertising Editorial service. 
All you have to do is hand the cut and the reprint of this page each 
week to your paper. Only $4.20 for three months’ service. 
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ALES LETTER 
One a Week—No. 122 





The following letter may go to those who 
intend to build new homes this fall, or to 
owners of older homes—in either case with 
just a small change. Send it to a list of se- 
lected prospects. 


ps0 Wh 
Heating 


JOHN 


Plumbing 


Two Rivers, N. Y., 
September 10, 1927. 
Mrs. Edward Jones, 
Two Rivers, N. Y. 
Dear Madam: 


No room in the house shows use so quickly 


as the bathroom, and rightly so, since it is 
the most used room in the house. You will 
note that, even in a comparatively new home, 
defects in equipment make their appearance 
under heavy family usage. 

It is, therefore, an economy to use nothing 
but the best materials in the bathroom. Not 
only will they retain their appearance, but 
they are easier to keep clean, and there is no 
interruption to the comfort and convenience 
they offer. Inferior materials here, as any 
place else, have a way of breaking down and 
piling up maintenance costs. 


Whether you are planning a new home, or 
are living in an older home which you con- 
sider remodelling, you will find that there will 
be less work, that the bathroom will look 
well at all times and will be more convenient, 
if the fixtures are of a modern type which 
combines beauty and convenience in equal 
measure. 


Very truly yours, 
JOHN BROWN. 


Adtet 


ONE A WEEK—No. 143 


W woe you are glancing through your “news- 
paper bazaar” take note of the number of 
small advertisements there are—not much larger 
than the Adlet below. You will perhaps remem- 
ber that many of them have been running for a 
long period of time. That means that they are 
bringing in business. Don’t feel that you have 
to start your newspaper advertising with a big 
splurge. If you can’t afford the Advertising 
Editorial, use the Adlet. It will accomplish its 
purpose, and will help build your business to the 
point where you can afford to use bigger space. 








A Modern Bathroom 
Is an economy as well as a conveni- 
ence. It requires a minimum of upkeep, 


is easy to keep in condition, and is more | 
sanitary than out-of-date equipment. See 


our displays. 


} 


| 
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Spirit of Cooperation— 
Service—Quality — 
Dependability 







THOS. DEVLIN MFG. CO. 
Owned by S. S. Fretz, Jr. & Co. 


23rd St. & Sedgley Ave. Philadelphia, Pa. 
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circuit. 









Type DSS Motor Switch 
driven and with specially designed 
rotary quick break switch which 
controls the starting and stopping 
of an oil burner motor, Line circuit 
to burner motor is run through 

switch. Successive operations of 

Motor Switch make or break ths 
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W orking Hand in Hand 
with 
the Oil Burner Industry 


The safest and most successful use 
of oil as a fuel depends in a large 


measure upon the devices which 
automatically control combustion. 


Honeywell engineers have con- 
stantly been working hand in hand 


with the oil burner manufacturers 


and dealers toward the continued 
development of this industry. 


The dependability and efficiency of 
the Honeywell Complete System of 
Automatic Control have con- 
tributed no sma}) share tothe 


growing popularity of oil as a fuel. 


Manufacturers, dealers, the in- 
surance companies and the public 
are all interested in the elements 
of safety and saving which Honey- 
well provides and which are so 
absolutely vital to the efficient 


operation of the oil burner. 


You are overlooking a real oppor- 
tunity if you fail to acquaint your- 
self with the numerous products of 
the Honeywell laboratories, pio- 
neered and developed with the co- 
operation of the oil burner industry. 



































The Honeywell Heating Specialties Co. 


Wabash, Indiana 


HONEYWELL 


Temperature Regulators 








1927 






































Status of the 





Fig. 1—States 


shaded have 
com prehensive 
plumbing laws 


Plumbing Laws of the Various States 


By R. M. STARBUCK, JR. 


N THE issue of “Domestic Engineering” of September 

25, 1926, the writer presented an article covering be- 

tween nine and ten pages, on the subject of state and 
municipal plumbing codes. 

The data given in that article was very largely in the 
form of tabulations, involving a tremendous amount of in- 
vestigation. This is shown by the fact that 343 plumbing 
codes were studied in order to obtain the information 


which the tabulations present. 


So far as our knowledge of the subject goes, this ‘‘Do- 
mestic Engineering” investigation, resulting in the above 
mentioned tabulations, was the most extensive that has 
ever been undertaken. At the time of its publication, 
and ever since, the work has attracted much attention, and 
we believe it has accomplished valuable results in many 


directions. 

The “Domestic Engineering’ tabulations were under 
two distinct classifications, state and municipal. Little 
had been published on the subject of the status of state 
Plumbing codes and laws, and only a very incomplete 
knowledge of the general subject seemed to exist. In 
order that the work might be as authentic as possible, 
we communicated with the proper department of each one 
of our forty-eight states and of the eight Canadian prov- 
inces. The result of this was that we received definite 
replies from each one of the states and from all but one 
of the Canadian provinces. It may be stated that our 
original tabulation gave the name and office of each state 
Official from whom information was obtained, proving the 
information as nearly correct at the time of publication, 
as it could be. 

The subject of the status of state plumbing codes has 
recently again come to the front through the publication 
by the National Trade Extension Bureau of a four page 
type-written report entitled “Status of the Plumbing Laws 
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of the Various States.’ “Do- 
mestic Engineering” tabulations have been made the basis, 
with the addition of some few circumstances that have 


In this compilation, the 


more recently appeared. 

Country-wide interest is apparent in the work that is 
being done and has been done to bring the various state 
governments to assume intelligent authority over the 
regulation and practice of plumbing, and we warmly com- 
mend the effort of the National Trade Extension Bureau 
in spreading a knowledge of the subject. With this same 
object in view, we are devoting the present article to a 
consideration of this subject. We expect, however, to pre- 
sent it in a somewhat different way from that in which 
it was presented previously, and different also from the 
presentation given it by the National Trade Extension 


Bureau. 


PLUMBING CODE INFORMATION CLASSIFIED 

T IS our idea to take the information that is available 
] on this subject and assemble it so as to present a 
clearer view of the plumbing situation as it stands today in 
all parts of the country. With this end in view, we have 
separated our information into four different classifica- 
tions,—1, States which have enacted a plumbing code and 
license laws; 2, States which have enacted a plumbing 
code but without license laws; 3, States which have en- 
acted license laws, but have no plumbing code; 4, States 
which have no plumbing laws whatever. 

We give the foregoing classifications in four separate 
tabulations, as follows. We wish to state, however, that 
while we have given the utmost care to the collection and 
compilation of this information, it is not at all impossible 
that errors may creep into our work. We wish to say 
that any such condition will be regretted by us, and that 
we shall be glad to correct any wrong statement. 
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States Which Have Enacted a Plumbing Code and 
License Laws 


ENGINEERING 


September 10, 1927 


States Which Have Enacted License Laws But Have No 


Plumbing Code 





Remarks 


State | Status of Code 
] 





Colorado | Comprehensive— | 
| Revised 1919 | 
District of | Comprehensive 


Columbia | Revised 1926 : 
Florida | Hoover Code— In force in cities of 7,500 or 
| Adopted 1926 | mene, and within radius of 
| | 15 miles. 
| Tasman under 6,000 have 
Iowa | Hoover Code— )power to regulate and li- 
Adopted 1925 a obligatory in all 
cities and towns. 
| 
Maryland | Adopted 1921, Re- 
} vised 1923 and 
| 1925 
Wisconsin | Very Complete Best illustrated and most 
comprehensive of the state 
codes, 





States Which Have Enacted a Plumbing Code, But Without 
License Laws 





State Status of Code _ | Remarks 








Examination of journeymen 
not required. 

All cities and towns obliged 
| ‘ 
|to enact their own codes, same 
a to be in conflict with state 
code. 
Examination and licensing 
Plumbers not required. 


Arkansas Strict | 
| 


| Hoover Code, 
| Adopted 1925 


Indiana 





Louisiana Adopted 1923 


of 


Maine | Hoover Code, Examination and licensing 
Adopted 1926 of plumbers not required. Very 
} thorough sanitary regulations 
for factories in force. 
Ohio Very Complete Power to license plumbers 
Amended 1926 given to local municipal gov- 
jernments. 
Oregon Very Rudimentary | Registration of plumbers re- 
| Adopted 1925 | quired, but no examination or 
} | license. 
Penns yl- ‘pedis in force | Plumbing code applies only 
vania | | to second and third class 
cities. Philadelphia has its 


own code. State has no power 
to license plumbers. 


State 


Status of License Laws 


Remarks 





Illinois 


Kansas 


Kentucky 


Massachu- 
setts 


Michigan 


Montana 


Nebraska 


New 
Jersey 
New York 


North 
Carolina 
Oklahoma 


South 
Carolina 


Texas 


Examination and license re- 
quired for master plumbers 
and journeymen. 

Examination and license re- 
quired for master and jour- 
neyman plumbers in towns of 
7,000 or more. 

Those who install plumbing 
in first and second class cities 
must pass local examination. 


No license required. 

State examination of master 
plumbers and journeymen re- 
quired. 

All cities over 15,000 must 
examine and license master 
and journeyman plumbers. 

Examination and license re- 
quired for master and jour- 
neyman plumbers in towns of 
3,000 or over. 

Plumbers in cities over 40,- 
000 must have examination 
and license. 

Municipalities authorized to 
adopt their own laws. 

State calls for appointment 
of plumbing boards for exam- 

















ination and licensing in all 
cities. 
Control of plumbing given 


to local governments, 

State examination and li- 
cense for master and journey- 
man plumbers. 


Examination and licensing 
of master and journeyman 
Plumbers required in _ cities 


over 10,000. 
In all cities over 5,000, mas- 
ter and journeyman plumbers 
must be examined by 
| examining board. 





Omaha and Lin- 


coln are the only 
cities affected 
In 1925 the 
Hoover code was 
adopted by state 
board of health 
for recommenda- 
tion to cities and 


towns; not en- 


forceable by state. 


Enforced only 
in large cities 


| 


i 
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This is the one-piece Flexitite 
Disc. It is hollow with a slot- 
ted edge, which makes it slight- 
ly flexible. The disc readily 
adjusts itself to the seats, mak- 
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we gate valves are being used 
today than ever before, thanks 
to the development of the Flexitite 
Disc—an entirely new principle in 
gate design. 

The reason for the popularity of the 
Flexitite Gate is not alone because 
it opens up wide, permits full flow, 
offers from +s to 7s of the resistance 
of globes (depending on pipe size). 
All gates have these big service ad- 
vantages. But the Flexitite Gate has, 
in addition, an even more important 


0-B No, 20 Line quality: It shuts off absolutely tight, 
a does not leak. 


and a leakless gate valve. 

















Open UpWide Shut Off Tight 
eRightValveForThe 


It is because the new and improved 
form of disc combines full, free flow 
and positive shut-off that Flexitites 
are today specified and used in pref- 
erence to both globes ‘and ordinary 
old style gates. In dwellings, apart- 
ments, hotels, institutions, as well as 
factories and public utilities, where 
valve efficiency is highly important, 
Flexitites are giving all the service 
expected of them. 

Use Flexitite Gates on your next 
job, where a 125 lb. or 100 Ib. pres- 
sure no leak gate is required. Ask 


your Wholesaler for a sample, today 


Ohio Brass Company 
Mansfield, Ohio 
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LINE MATERIALS 
RAIL BONDS 
@] CAR EQUIPMENT 
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INSULATORS 
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SALES 
OFFICES: 


PHILADELPHIA 
SAN FRANCISCO 


NEW YORK 
CHICAGO 


PITTSBURGH 
LOS ANGELES 





CLEVELAND 





MINING 
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VALVES ] 


ing an absolutely tight contact 








38 


DOMESTIC ENGINEERING 








Walworth Water Feeder 





Made especially for lower pressures 


and domestic use 


The increasing use of oil- 
burners for domestic heating 
is making the installation of a 
water feeder more and more 
necessary. 


For the safety and efficiency 
of such installations, the Wal- 
worth Water Feeder automati- 
cally controls the water level 
in the boiler at all times. It is 
simple in design. A copper 


ball float closes the inlet when 


the water reaches the proper 
level. A composition disc in- 
sures a perfect shut off. The 
maintenance cost is remarka- 
bly low, due to care exercised 
in construction and the long 
wearing qualities of materials 
used. Every water feeder is 
carefully inspected and tested 
before leaving the factory. 
Recommended for 150 pounds 


working water pressure. 


WALWORTH 


Walworth Company, General Sales Offices: 51 East 42nd St., New York 
Plants at Boston, Mass.; Kewanee, IIl.; Greensburg, Pa. and Attalla, Ala. 


Distributors in Principal Cities of the World 


Walworth Limited, 10 Cathcart St., Montreal, P. Q. 
Walworth International Co., New York, Foreign Representative 





Mention Domestic ENGINEERING when writing advertisers. 
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A PICTURE OF THE CODE SITUATION 
N ORDER to give a mental picture of the present status 
] of plumbing laws in the various states, we know of 
no better way than to show the information graphically, 
by means of maps. 
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The map shown in Fig. 1, shows eleven states which 
have enacted comprehensive plumbing codes. Four of 
these state codes are based on the Hoover code, that is, 
the code recommended by the United States Government 
Department of Com- 
merce, after lengthy and 
exhaustive investigation 
and experimental work. 
The state of Oregon is 
sometimes given credit 
for having a state 
plumbing code, but as a 
matter of fact it is a 
code in name only, being 
so rudimentary that it 


has very little influence, 
and we have therefore 
not shown it on the 
map. Fig. 4.—States shaded 

A study of the map, are those which de- 
Fig. i, shows that with ™2#™ dad examination 

: and licensing of 
the exception of the plumbers 
state of Colorado, all 
states which have enacted a state plumbing code, are in 
the eastern part of the United States, and most of these 
states are in the north-eastern section of the country. 

Fig. 1 does not tell the whole story, however, and a 
study of Fig. 2 will show that at almost any 
moment events may take place which will very 
materially alter the appearance of Fig. 1. 

Fig. 2 shows graphically those states in which 
active efforts are being made to enact state plumb- 
ing codes, or to make more comprehensive, exist- 
ing state codes. 

This map should be a source of great encour- 
agement to the friends of good plumbing, for it 
shows that the effort for state enactment is not 
confined to any one section of the country, but is 
very evenly distributed throughout the country. 

Still greater encouragement is to be gained 
when Figs. 1 and 2 are combined, as in Fig. 3. 
This map shows that a large part of the country 
is now governed by state plumbing laws or bids 


Nea 


ps _ the best way to govern these things is to demand 
M\y'y 
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such a short period of time as a few years ago. 

There is still great need of hard work to make the map 
look right, however, and this is readily seen by a study 
of the map in Fig. 4. 

Simply enacting a state plumbing code to govern 

methods of installing plumbing is not by any 


means the whole story. There is a considerable 

. number of states which have a good plumbing 

: MED code, but which do not in any way control those 
v7, 


J. - who are engaged in carrying on the installation 
¢ of plumbing. 
6 A 


We believe it is very generally conceded that 


DEL the thorough examination of both master and 
sf 1.0 journeyman plumbers, as to their practical and 
tA theoretical knowledge of plumbing, and to de- 

mand that they shall hold a license showing 
competency. 


In some sections the only legal requirement 
is that master plumbers shall be registered with 
their local boards of health, and so far as we 
know, this requirement accomplishes almost 
nothing. 

Fig. 4 shows those states which demand the 
examination and licensing of plumbers. When we stop to 
think that every state should be doing this, Fig. 4 leaves 
much to be desired. This is particularly true of the Far 
West and South. 

Study the illustration, 
Fig. 5, shown at the 
bottom of this page. 
This is another map 
which should give in- 
teresting information. 
It shows those states 
which are entirely desti- 
tute of state plumbing 
laws governing the prac- 
tice of plumbing and the 
regulation of plumbers. 
The states shaded are 
those which have no 
comprehensive plumb- 
ing laws, the Far West 
and the South making 
the poorest showing. 


MUNICIPAL PLUMBING LAWS IN MASSACHUSETTS, 
NEW YORK AND OTHER STATES 

HERE is one way in which the maps we have shown 

kes quite misleading. For instance, probably no 


fair to be so favored in the near future. What a Fig. 5.—States shaded 


tremendous change is seen in the situation shown 
by Fig. 3, as compared with conditions of even winte 


are those which have 
no comprehensive 





Plumbing laws 
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STA=PAK VALVES 


Never Require Re-packing 





















Here is the valve that sprang into popularity 
almost over night. Look at the picture, study the 
details of construction, note how carefully this valve 
has been designed and how sturdy it is built. 


— 
™ 


The Sta-Pak has an extremely high lift, a single 
turn of the handle opens or closes it. Efficient manu- 
facturing facilities plus mass production enables 


us to market this valve at a price that is bringing in 
orders. 


Ask your Wholesaler to show you this new valve, 
use it on your next job and remember—a Sta-Pak 
always makes good—it never requires re-packing. 





Wholesalers:— 
STA-PAK VALVES 


are new and different—a high 
quality valve at a price that is 
bringing real volume orders. 
Write or wire for details. 
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Michigan Smelting & 
Refining Co. now operating 
Capitol Brass Works 


CAPITOL BRASS WORKS 


MANUFACTURERS OF BRASS VALVES, BOILER TRIMMINGS AND PLUMBERS’ BRASS GOODS 


=—DETROIT, MICH 











“NI 


September 10, 1927 

two states in the Union have better plumbing than Mas- 
sachusetts and New York, and yet neither of these states 
appears in either Fig. 1, 2 or 3. The reason for this is 
the fact that these and other states which enjoy high- 


grade plumbing have it not because of good state gov- P 
ernment and control, but because of local municipal laws envertny 
Model R 


which are entirely effective. If we should take into 
account those states which have no state plumbing code, 
but which nevertheless have uniformly good plumbing 
owing to the excellence of their local plumbing laws, we 
would find a much more covered map than Fig. 3 shows. 

All in all, we believe there is only encouragement to 
be gained from the study of these maps, and when we 
think of the great strides that have been made within a 
very few years comparatively, it seems to us that the 
future holds out fine prospects for the legal regulation 
and practice of plumbing. 

This situation is all the more significant when we 
stop to think that not many years ago the situation in 
many of the cities that possessed fine plumbing codes 


States Which Have Enacted No Comprehensive State 
Plumbing Laws 
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State Remarks State Remarks 
Alabama New 
Arizona Mexico 
California 8 cities in|N. Dakota 
Northern Calif. | Rhode 
have adopted Island 
uniform code. S. Dakota 
Connecti- Code adopted 
eut palatine for counties of 
Delaware 165,000 to 190,- 
Georgia 000. 
Idaho Utah 
Minnesota State code 
Missis- governs instal- ° 
sippi Vermont lation of plumb- S | I 
Missouri State board of} ing in public a es hcreasin 
health urgently buildings. d d 
recommends| Virginia By Leaps an Boun S 
Hoover code. Wash- 
Nevada ington 
New West g * 
Hamp- Virginia . 
prin Weenen HE great demand which Penberthy 











plumbers report for the Penberthy 
Model R Cellar Drainer is traceable 


was far from being as satisfactory as the excellence of ‘ - 
to just one thing-— 


their codes would seem to make it appear. The code 
might be ever so good, but in the case of a contest, the 


fact that a state law was not back of it, often made the f - of this drainer and users 
municipal code a weak thing. In other words, it gave perrormance 


good results so long as people willingly obeyed its re- are daily having new evidence of this 


quirements, but when it came to real opposition, it didn’t fact. 
stand the test. 

If we could only know the inside facts as to why dif- 
ferent states have not enacted state laws governing plumb- 
ing and plumbers, we would find many interesting facts. 
We do not by any means believe that all states which 
lack such laws are in this situation because of indif- 
ference on the part of the plumbing trade. It is cer- 
tainly not the easiest thing in the world to wake people 
up to.the need of sanitary measures. It is a subject re- 
garding which people generally have little knowledge, 
and this is particularly true, we believe, of people living 


outside the cities and towns. 


It seems to us that probably the greatest reason for 
less regulation of plumbing by state law in western states 
is the fact that these states are largely agricultural. 
Under conditions prevailing in such states, the few cities 
enact their own plumbing laws, and the situation rests 
| right there, because no doubt the balance of power in 


such states is with those who are not in cities and to 


Penberthy promises are fulfilled in the 


Ask your jobber. 
PENBERTHY INJECTOR CO. 


(Established 1886) 
Detroit, Mich. 


1260 Holden Ave. 


Canadian Plant: Windsor, Ontario 








AUTOMATIC 
CELLAR DRAINERS 
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FITTINGS 


The Stockham name appears 
on the Fittings used for the 
heating installation in the new 
PARK CENTRAL HOTEL, 


Seventh Avenue, 


56th to 57th Street, 
New York City. 


Architects: 
Gronenburg &§ Leuchtag 


General Contractors: 





—> |Z 
aM : Lanzner &F Baer 
pn ff 
enn ff a 4 ne . . ’ 
as aoae 2 Heating Contractors: 
Feces’ ; a fi f . E. A. Kingsley 8 Co. 
ne " Ms | 
® - cf e Stockham Fittings furnished 
: moos 3 yp 
tHE nude by M. O'Neill Supply Co., 
nial mou = & 
sou! wmoerD Brooklyn, N.Y. 
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REAT structures, serving the discriminating 

demands of modern civilization, create new 
standards of utility, safety and permanence for 
the plumbing and heating installations so vital for 
present-day comfort, health and convenience. 

In the pipe lines of such buildings, Stockham 
Fittings are increasingly proving their worth 
whether it be for gas, water, steam, oil or air. 
Produced in a plant that has made nothing but 
fittings for a quarter century, each Stockham 
Fitting is inspected and tested forty-seven times 
during manufacture, and possesses the fullest 
measure of desirable qualities. 

Workmen like them because of the perfect 


‘‘Quality is Demonstrated by Their Performance’’ 


threads and flanges, the easy machining qualities 
and the chamfered faces that make Stockham 
Fittings go on so easily. And because of their fine 
finish, they make a better appearing job, too. 

The contractor prefers Stockham Fittings be- 
cause assured strength far in excess of probable 
strain, as proved by performance, guarantees him 
a business-building reputation; and because of the 
economical distribution that makes Stockham 
Fittings easily procurable in any quantity from 
leading wholesalers who are always to be relied 
upon for prompt service in both emergencies or 
routine business. 

Moreover, Stockham Fittings cost no more. 
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CAST IRON OR MALLEABLE—SCREWED, FLANGED, DRAINAGE 
for GAS, WATER, STEAM, OIL or AIR 


STOCKHAM 


Write for our Buy from i 
complete catalog YOUR WHOLESAL 
PIPE & FITTINGS COMPANY 
BIRMINGHAM, ALABAMA 
Warehouses with Complete Stock in: 
BOSTON NEW YORK CHICAGO LOS ANGELES 
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whom therefore, the matter of plumbing regulation does 
not make such strong personal appeal. 

There are doubtless many other conditions peculiar ‘to 
different states, which make the enactment of state laws 
on plumbing a difficult matter. 

Let us take the situation in Connecticut, for instance, 
the state in which the writer resides. In this state, the 
character of the lower house, the house of representatives, 
puts the power absolutely in the hands of the farmer, 
and if he should be passive or opposed to the matter 


of plumbing law, it is hard to see how such a law could 


States in Which Efforts Are Now Being Made for Adoption of 
State Plumbing Code 




















State Remarks 

Arkansas Active campaign being made for changes in 
state code and to require examination and license. 

California Bill for state code now before the legislature. 

Connecti- Efforts are making to secure passage of a state 

eut code. 

Delaware Active campaign is being made for the passage 
of a state code based on the Hoover code. 

Georgia Active efforts in progress for a state code. 

INlinois Active efforts in progress for a state code. 

Louisiana Efforts in progress to obtain a more compre- 
hensive state code than the present one. 

Maine Bills are now before the state legislature for 
the examination and licensing of plumbers. | 

Michigan Work is now progressing on a state code which 
is to be presented to the next legislature. 

Montana Active efforts are being made to secure a state 
code. 

Nebraska Active efforts are being made to secure a state 
code, 

North Car. Active efforts are being made to secure a state 
code. 

Oklahoma Active efforts are being made to secure a state | 
code. 

Oregon Active efforts being made to secure a compre- 
hensive state code, and to regulate the business 
side of the plumbing business. 

Pennsyl- Active efforts being made to secure a more 

vania comprehensive state code. 

S, Dakota Active efforts are being made to secure a state 
code, 

Tennessee Active efforts are being made to secure a state 
code. 

Texas Active efforts are being made to secure a state 
code. 

Utah Active campaign being made in legislature to 
secure comprehensive state code. 

Virginia Active campaign being made to obtain passage 
of state code at the 1928 session of legislature. 

Wash- Active campaign being made for state code. 

ington 

West Va. Active campaign being made for state code. 





be enacted in that state. In Connecticut, large cities like 
Hartford, Bridgeport, New Haven, etc., have two repre- 
sentatives each, and the scores of hamlets over the state, 
which have only a postoffice and general store to boast 
of, also have two representatives each. And so, the 
Connecticut legislature, through its house of representa- 
tives, is in the control of the villages, that is, it is in con- 
trol of a minority, which, of course, does not seem as it 
Should be. And very naturally, the man from the village 
hasn't the matter of the plumbing standards so much at 
heart as his brother from a large city. 

Nevertheless, we are seeing first one state and then an- 
other drop into line, and we hope and believe that the 
time is not far distant when every state in the Union will 
have state laws on plumbing that will be a credit to it. 


In conclusion, we want to call attention to the fact 


that such a study as we have made in this article, and 
such as the National Trade Extension Bureau has made. 
are necessary, and excellent so far as they go, but to ob- 
tain the entire truth concerning the status of plumbing, 


Dee ——— 
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Meeting the demands of 
U.S. Government Speci- 
fications No. 3/3 as ap 
proved by the U. S. Bu- 
reau of Standards and 
listed as Standard by 
the Underwriters’ Lab- 
oratories, but most of 
all, fulfilling every expec- 
tation of the man on the 
job for ease of installa- 
tion and perfect long- 
lived service—that’s 
EXCEL Union. 

From your jobber 
PROVIDENCE 
FITTINGS 
Co. 

7 Water St., Boston, Mass. 
New York Office: 
210 East 45th Street 
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Representatives: 
JA Riordan Co., Inc 
1915 EB 7th St 

















A few cents more, but ~ 
Here’s what you get! 


Yéu sell a combination on its appearance--do you have any additional 
sales argument in the fittings in the tank? 
Do you have anything unusual to offer in the ball cock? Or, do you 


forget that ‘det 
noisy ball cocks and thus completely efface 


sil’ and then spend many valuable hours repairing leaky 
your first profit? 


Pay a few 
against 

Ball Coc mu 

ball cocks constantly require 


Sherwood Brass Works b¢7RoiT. Mich 
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Sell This Trane 


Pump for Pneumatic 
Water Systems 


The Trane “Type VM”’ Multi-Stage 
Pump, now completely built in the 
Trane factory, is the unit to recom- 
mend for large installations. Es- 
pecially adapted to pneumatic 
water systems, eliminating large over- 
head storage tanks. Trane now 
furnishes these systems completely 
equipped—ready to set up. 


Tell your customers that this system 
centralizes equipment in the base- 
ment—holds water at a more uniform 
temperature the year ’round—keeps 
the supply free from impurities— 
oxidizes it through air from the 
compressor. Write for Bulletin 20A 
giving complete facts. 





THE TRANE COMPANY 


(Est. 1885) 


204 Cameron Ave., La Crosse, Wis. 
HEAT CONCEALED 


CABINETS I RAN HEATERS 


** PUMPS AND HEATING SPECIALTIES °* 
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both state and municipal plumbing codes and laws must 
be taken into account. We again call attention to the 
very complete exposition of state and municipal plumb- 
ing practice and regulation which appeared in the issue 


of “Domestic Engineering’ of September 25, 1926. 


The Future Supply of Oil Bur- 
ner Oil 


(Continued from Page 24) 


INDUSTRIAL FUEL OIL’ 

HE TERM “fuel oil’’ signifies in the oil trade any 
7 coins product that is liquid and will burn. The 
name includes a great variety of petroleum products be- 
sides the vapors distilled after gas oil. Usually it means 
a combination of gas oil with some heavy crude oil that is 
not valuable for refining because it does not contain much 
gasoline and kerosene. Such a combination is called a 
“blend.” 

Fuel oil blends are used by industrial plants because 
they are cheaper than clean refined gas oil. They contain 
usually a certain percentage of sand and water which the 
crude oil carries, but in industrial storage tanks holding 
1,200 or more gallons, the sand and water settle to the 
bottom. 

A blend can be used at an industrial plant effectively 
because an employee is constantly in attendance at the 
burners and can adjust them as the quality of the fuel 
varies. The light and the heavy oils in the blend tend to 
separate so that the quality of the oil passing through the 
nozzle varies continually. Over a million barrels of fuel 
oil are burned daily at industrial plants. Fuel oil is not 
desirable as a domestic fuel because it is not uniform in 
quality and because it is dirty. 

INCREASING SUPPLY OF OIL FOR DOMESTIC OIL 
BURNERS 
W YHEN the number of automotive vehicles became so 
large, the oil industry sought for a supply of gaso- 
line greater than that contained in crude oil as it came 
from the well. One source of supply was found in the 
gas that comes from oil wells. This gas, called ‘‘casing- 
head gas,’’ contains free gasoline vapors. One method of 
extracting the gasoline is to pipe the gas to a compres- 
sion plant where it is compressed and chilled. The gaso- 
line is literally squeezed out of the gas. 

Another method is to pipe the gas to a tank full of 
some petroleum product like gas oil. The gas oil absorbs 
the casing-head gas and the gasoline is recovered by dis- 
tilling it out of the gas oil which is used over again. 

A second source of gasoline was developed in the 
“cracking” process. When gas oil is heated to a high tem- 
perature under great pressure the hydrocarbon molecules 
are split apart or ‘‘cracked” into the separate atoms of 
hydrogen and carbon. These atoms then unite again in 
different proportions and instead of the gas oil or fuel oil 
which was charged into the cracking still, gacoline, fur- 


| nace oil and a small quantity of fuel oil are formed. 


The Federal Trade Commission reported to Congress 
in House of Representatives Document No. 801 that in 
1918 the percentage of gasoline obtained from all kinds 
In 1926 through the developments 
of cracking processes, the percentage of gasoline obtained 
was 38.3. The outstanding feature of the oil inductry 
today is improvement and increased efficiency in cracking 
less valuable petroleum products to produce gasoline and 
oil for oil burners. It is quite possible that the new coal 
distillation process recently developed in Germany will 


| provide another source of cheap petroleum hydrocarbons. 
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Fig. 204 


Exira Heavy Iron 
Body Gate, outside 
screw a yoke, 


flanged. 
Suitable for 250 
PoundsWorking 
Steam Pressure 
or 400 Pounds 
Working .Water 
Pressure. 
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Rees Extra Heavy Iron Body Gate 
Valve is a good example of the 
huskies turned out by the Iron Division 
of Jenkins Bros. 


The design is not speculative, but is 
proved by performance—as dictated by 
over a half century’s experience and an 


intimate knowledge of valves and valve 
requirements. 


The metal is analyses-checked; the 
castings for body, bonnet and other 
parts are sound, flawless—kept so by an 
elaborate system of inspection; the ma- 
chining is precise; the assembly is done 
with painstaking care. These valves in 
every detail exemplify Jenkins high 
standard of manufacture. 


They may cost more than ordinary 
valves, but freedom from costly repairs 
and replacements means truly economi- 
cal valve service and minimum mainte- 


nance. 


Jenkins Iron Body Valves are’ made in 
standard, medium and extra heavy pat- 
terns in globe, angle, gate and other 
types. Our Sales Engineering Division 
is ready and willing to work with you in 
determining the correct type of valve 


for any service. 


JENKINS BROS. 

80 White Street New York, N. Y. 
524 Atlantic Avenue . . Boston, Mass. 
133 No. Seventh St. . Philadelphia, Pa. 
646 Washington Blvd. . . .Chicago, Ill. 
JENKINS BRQS., Limited 

Montreal, Canada London, England 

FACTORIES 

Bridgeport, Conn. Elizabeth, N. J. 
Montreal, Canada 
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A Good Mechanic 


The best compliment that could be paid to any one of my old 
shop buddies was to credit him with being a “Good Mechanic” 


and they were. This reflection brings back to me memories 
of the first shower | ever helped to install over a 
bath tub—a full lead installation. We thought 


it was a work of art—the last word in con- 


venience. ‘But the alert American plumber has 


made great strides since then. Today simplicity 
with greater conveniences is what he strives to give 
his customer. Service must come ahead of price. 


The WOLFF Transfer Valve answers 


these requirements. Unlike other makes, 
the water is transferred directly to the Bath 
Tub or Shower at will. There isn’t any 
half way mark that allows the water to run 


at the shower head and the tub nozzle at 


the same time, thus causing dissatisfied 
customers. 
































The hot and cold regulating valves have 
non-rising stems and removable seats. The 


china handles have bolts running through 


the china, so they cannot be pulled off the 
stemsand broken. Such accidents frequently 
damage the tub as well. 


The Transfer Valve 1s shipped neatly packed in a double carton, one housing the body 
and the other the finished parts. In this way all exposed parts are kept neatly packed 


until the job is ready to finish. Brass test caps are supplied with each valve, and card- 
board protectors provided around the nickel valve barrel. The Valve is so constructed 
that it allows a maximum variation in roughing-in. All of these features are labor savers. 


The above are but a few of the many advantages of the Wolff Switch Valve from a labor 
saving standpoint. If you are interested in lowering your cost and increasing your sales, 
order from your jobber or from one of our branches one or more of the J-30, 101 Switch 
Valves complete with shower head, arm and bath nozzle. The sample will do the work 
of a flock of salesmen. 


Sincerely yours 
WOLFF MFG. CORPORATION 


sind kt) <2, clade 


WOLFF MANUFACTURING CORPORATION 


WOLFF MAIN OFFICE “ 2057 W. Fulton St., Chicago 
} pesenae or Seaatien in all Principal Cities 
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The oil industry has completely adjusted itself to 
changed conditions, It provides fuel oil for industries by 
blending crude oils with higher gravity oils; it provides 

sufficient gasoline by the cracking process; and it provides, 
by the same process, an ample supply of oil for oil burners, 
and will continue to do so whatever the demand may be. 
More and more gasoline will be obtained by cracking and 


a continually increasing supply of oil burner oil will thus 
become available, 


Questions and Answers 


OVERHEAD SYSTEM OF DROP SUPPLY 
Editor, “Domestic Engineering’’;—Can a down-feed hot 


water system be successfully operated, taking two or more 
radiators from the same riser at different 
Also please describe the method of taking off branches 
from riser to radiator. 


Alabama. A. M.S. 


The type of system mentioned is known as the overhead 
system of drop supply, or the Mills system of hot water 
heating. Single or double risers may be 


used, supplying 


SINGLE RISER DOUBLE Piste 








Overhead Main 

















/st_ Fi oe 3? 


” Ww, “Zt 
CE oo a" 

Return Main Return Moin” 
A- Quick Opening Rotator valve 
B- Straight Wey Rodiotoy Gote Valve 

Wedge dilled he’ diam hole 

Mains grode down /* in 10-0" 

Latero/s grade down |* in 3'-0" 

Radiator air volves not vequired 











the radiators located on the various floors. In using the 
single method it is good practice to run the riser full size 
to the bottom, whereas with the double method, the flow 


and return risers can be graduated, with the supply de- 


creasing, and the corresponding return increasing. 

The base of the main riser should be supported, and 
the top of it should be provided with an ample sized air 
chamber. From this chamber thg connection for the ex- 
pansion line can be made. Branches are taken 90 degrees 


from the bottom or 45 degrees from the side of the main, 
and run of equal size with the drop supply. In general 


practice the overhead supply and basement return mains 
are run of corresponding size. 











HEATING MATHEMATICS 

“Domestic Engineering’’:—I am going to ask 
you to solve two problems for me. The first follows: 

The cast iron radiators in a certain house weigh 7 Ib. 
ber sq. ft. of radiator surface, and the house contains 660 
Sq. ft. of such surface. How much heat will be required 
to heat these radiators from 20 degrees Fahr. to 220 
degrees, if the specific heat of iron is .1298? 

Here is the second: A certain cast iron hot water 
boiler weighs 1,200 lb., and the water in the system weighs 


Editor, 


floor levels? | 
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Patent Plumbing Fixtures 
and Duojet Water Closets 


ALINE representing the most advanced ideas in 
sanitation. Economy of operation and ease of in- 
stallation. Duojet Closets— Flush Valves — Self-Closing 
Basin Cocks—Combination Lavatory Fixtures—Pop- 
Up Wastes— Liquid Soap Fixtures, etc. 
Manufactured and Sold Exclusively by 


THE IMPERIAL BRASS MFG. COMPANY 


1231 West Harrison St. CHICAGO 


























A Finely Finished Valve 


The Prier Radiator 
Valve 


Dine smooth castings, nickel finish and 
fine design of the Prier Valve make it 
a first class looking piece of 

(BEES work. o carefully made that 
Pa a all parts are easily accessible 

‘ })) ) ) and interchangeable. Non-ris- 
) HI } ing stem and high lift. Parts 
taking wrench are extra heavy. 
Genuine Jenkins disc used. 













Ask for Folder D 


WALTER H. PRIER CO., 450 E. Ohio St., Chicago 








SQUARE (| GEE 


tron £ Malleable tron FITTINGS 











We are so proud of Square 
“G”’ fittings that we 


stamp on each one a square 
G as a means of instant 
recognition. 


THE GRABLER MANUFACTURING CO. 
CLEVELAND, OHIO 


WAREHOUSES—NEW YORK CHICAGO SAN FRANCISCO LOS ANGELES 

















WILLIAM H,. GODWIN, 

Tuckahoe, N. Y., Plumber, 
Says: 

““Lhave installed Ever- 
Hot Heaters in West- 
chester county for a good 
many years. They are 


just what the word 
implies—EverHot.” 


 GoeeRot eater Co. 


Detroit, yom 2 


1 State 
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The Most Satisfactory of All 
Heating Jobs— 





Designed for residential and 
industrial use, with capacities 
in Steam from 400 to 12,000 
square feet, and in water 
from 650 to 19,500 square 
feet of radiation. 


No Condensation 

















HEN you install a Gas-Era Gas-Fired Boiler, 

you provide the customer with the most sat- 
isfactory heat he has ever experienced—-in con- 
venience, dependability, healthfulness, cleanliness, 
and freedom from all petty heating annoyances or 
restrictions. 


When you install a Gas-Era Gas-Fired Boiler in a 
home, you provide yourself with the most satisfac- 
tory job you have ever installed——in original ease of 
installation, profit, and freedom from after-servicing. 





CHE Drs! GasFired Toisas 


Manufacturers and Western Distributors Eastern Distributors 


L.J. MUELLER FURNACE CO. ¢ RICHARDSON & BOYNTON CO. 
167-REED STREET ~ MILWAUKEE.WISCONSIN  260-FIFTH AVENUE ~ NEW YORK CITY 
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900 lb. How many pounds of coal are required to be 
burned to raise the temperature of the boiler and the 
water from 40 degrees Fahr. to 212 degrees, if the over-all 
efficiency of the boiler is 60 per cent, using 12,500 B.t.u 


Unfailing relief 



























































coal? 
New Jersey. H. C. W. 
— —_——— A Red Top Relief Valve Model No. 2 provides an 
1 ‘ unfailing outlet for pressures of 30 Ibs. It is this 
wrewem Ma 2 P feature which makes the valve the basis of the 
(7 K 660 x .1298) x (220—20) = 119,935 B.t.u. Red Top pressure system of hot water heating. 
Problem No. 2 Install these ree od popular systems this fall 
9 os ie, and winter. A Red Top Model No. 2 and an air- 
(LSOE ASTER) KSEE 00) 4 XK CSSA IN? tight expansion tank and all the special equipment 
~ = 24.21 Ib. needed, and the installation is easy to make. 
12,500 x .60 A Red Top system can be installed at low cost, and 
is a real profit maker. Your customers will be im- 
1 a pressed with its absolute safety, its high efficiency, 
J REDUCING OF PRESSURE its economy and its reliable operation. 
Editor, ‘‘Domestic Engineering’’:—-I have a job in the ? 

e Red Top Relief Valves are valves 
water works of a nearby village, where wood pipe is used approved by the Underwriters’ 
to a great extent. The enclosed sketch shows part of the Laboratories, Inc. 
system. The wood pipe which branches off to the left on o NEPTUNE METER CO. 
the sketch has quite a drop from the dividing box, so that — AZ. 50 E. 42nd St. New York, N. Y. 
about 100 Ib. pressure is produced, and this causes leaks. ; R NE Branch Offices in 

7 “\t Principal Cities 
-_ der’ ‘) 
"| RESERVOIR yor? a ~ Aim CUsMON 
ara vi ¥ , ; 

APPROX 

300 F7. 

Lone | | 2* woop 

PIPE 
LOCATION OF PRO- ‘ | 
POSED REDUCING woop 
VALVE CROSS 
‘tie Ng" 1RON PIPE 
Any installation of Good. Pipe 
myer importance Demands 
to need brass pipe re’ "aa 
. quires the finest, Brass Fit- Good Fittings 
1" IRON PIPE tings obtainable to make it ‘ 
100# PRESSURE AT a success. - Vv v v 
LOnEST POINT General, Brass Pipe Fittings 
measure, up to the most exacting 
specifications. Machined toa very 
( close gauge, and carefully tested 





with water pressure, they can be 
What would you think of putting in a pressure reducing thoroughly relied upon to give com- 
yalve at the point marked on the sketch, and thereby = * 7 
valve at t , 2 sketch, 

— » The General Brass Line of Brass 
eliminating the leaks? Pipe Fittings includes Elbows, Tees, 

Vermont. H. J. G. Crosses; Plugs, Unions, Couplings, 
Bushings, Return Bends and Nip- 


: ples, in all sizes from one-eighth 
A pressure reducing valve would reduce the pressure inch to three inches. 


and should result in stopping the leaks, providing they 
arise from excessive pressure and not from defects in the 
pipe line, or strains caused by the excessive pressure. We 
Suggest that you write to manufacturers of such valves, 
Stating the problem and attaching the sketch. Their en- 
gineers will be glad to specify the proper pressure re- 
ducing valve, and strainer and relief valve. 


Your Jobber Has Them. 








Bristol, Conn.—Walter H. Arnold, for thirty years a 
member of Roberts & Arnold, Inc., and Earl J. Arnold 
have formed a partnership under the name of Arnold & 
Arnold and have opened a plumbing and heating business 
at 255 Main street. The two partners are brothers. GENERAL B RASS COMPANY 

: : (Formed by The McRae ® Robsrts C» , Michigan Lubricator Co. agd Standard-Peninsular Brass Works ) 

Minneapolis, Minn.—Jacob Gruesner will build a 2-story 100-146 SOUTH CAMPBELL AVE. DETROIT, MICH. 
apartment building to cost $150,000 on Garfield avenue, 

South, between Thirty-second and Thirty-third streets. 
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If you lined up several running water 
systems in a row and asked your 
prospective customer to select the 
outht he thought would give the 
most reliable service, without hesita- 
tion he’d choose the Goulds. 


By the sturdiness of its appearance 
and by its mechanical simplicity, the 
Goulds Autowater System fairly 
shouts DEPENDABILITY. 


There are no complicated parts to 
give trouble. The backbone of the 
system, the famous Goulds Vertical 
Pump, will run for years without 


CORRECT . 
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noticeable wear on the working parts. 
But when repairs or replacements be- 
come necessary, every working part 
of the pump can be reached simply 


by removing six bolts. 


Dependability is insured by the eight 
exclusive feqtures found in the Goulds 
Vertical Pump, and which are fully 
explained in our new catalog 15. 


You can sell Goulds Autowater Sys- 
tems with more profits for yourself 
and greater satisfaction to your 
customers. 


GOULDS PUMPS, Incorporated 
Seneca Falls, N. Y. 


GOULD 


Goulds Pumps, Incorporated, 
, 


Seneca Falls, 


Please send me your Autowater Catalog 15 and more information about Goulds 


Autowater Systems. 
Name 


Address 


AUTDOWATER 
SYSTEMS 


Mail 
the 


l 
1 
l 
i 
{| coupon 
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Outfit W-210 and W-420 


Electric motor driven. With 
or without storage tank. 
Capacities 210 and 420 gallons 
per hour. 





Outfit X-210 and X-420 


Complete 
in one unit, ready for immediate 
use. Capacities 210 and 420 
gallons per hour. 


Electric motor driven. 








1927 
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Bridgeport Board of Education Assists 
in Apprenticeship Work 


who are interested in making better citizens, better 

business men and women, and who want to fit boys 
into the niches where they will best serve themselves and 
the community, are doing much for the development of 
the plumbing and heating industries from' the standpoint 
of apprentice training. 

The work is handled by what is known as the “guid- 
ance”? division of the Board of Education, and is under 
the personal supervision of Worcester Warren, assistant 
superintendent of schools. Briefly, the plan of the edu- 
cators is as follows: 

Teachers are required to study each pupil under their 
guidance when they have reached the later grammar 
school grades, in order to understand what type of work 
these pupils are most likely to make a success of. . The 
pupils at the same time are encouraged to investigate all 
kinds of businesses and professions. The board has pre- 
pared a pamphlet, “The Five Steps in Entering Your Life 
Work,” which is given to the children. This pamphlet tells 
the pupils to first make a study of the world of occupa- 
tions, then study very thoroughly those vocations which 
appeal to them, then ask themselves how far they can 
develop the qualifications required in those they have 
studied. The fourth step is to choose a vocation, and the 
fifth to begin their preparation in earnest. 

Before the fourth and fifth steps is where the help of 
the educators comes in. Bulletins covering almost every 
business, trade and profession have been prepared, which 
are furnished to the pupil. These take up the essential 
facts of the trades covered, so that the youngster may 
have the advantages and drawbacks fairly presented for 
his consideration. A sample bulletin is the one on plumb- 
ing, reproduced below: : 

Would You Like to Be a Plumber? 
These questions and answers will help you: 
1. What is the work of a plumber? 
He attends to installing the heating, gas-lighting 
and sanitary systems as well as to the roof and cor- 


‘fk Bridgeport, Conn., far-sighted public school officials, 


nice work. 

2. What are the main advantages and disadvan- 
tages? 

The work is almost continuous. Often the busiest 
season is in winter. One plumber has said that he 
has not lost a week’s work in 30 years. There is the 
opportunity of at least steady, if not rapid advance- 
ment. On the whole, the work is healthful. A mas- 
ter plumber need not depend on the wages he earns 
as a workman. He usually keeps on hand a line of 
plumbing fixtures for sale—sinks, bathtubs, etc. He 
also has the opportunity of entering the contracting 
field, taking sub-contracts from builders for the 
plumbing work. The work requires great strength 
at times and is done sometimes under insanitary con- 
ditions. There are 206,718 plumbers in the United 
States, according to the United States census report 
of 1920. If you desire to compare this with the num- 
ber in other occupations, consult the United States 
Census Report for 1920 or the United States Statis- 
tical Abstract. These books may be found in the 


high school reference room of the Central Library. 





3. What special qualifications are necessary? 

James McKinney and A. M. Simons in their book, 
“Success Through Vocational Guidance,’ write that 
the plumber needs considerable strength, good health, 
and something of the mechanical instinct. Much of 
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HE sensational 

new Haas RELY- 

A-BALL Flush 
Valve is making bigger 
profits for wide-awake 
plumbers. There are no 
adjustments to make in- 
stalling the Rely-A-Ball, 
simply hook it onto lever 
arm. 


Porcelain guide (A) elim- 
inates guide fastened to 


overflow. All metal parts 
are made of brass and 
are extremely strong. 


RELY-A-BALL Flush 
Valves are guaranteed 
for five years. They are 
neatly packed in indi- 


vidual cartons with com- 








plete instructions for in- 
stalling. 7 
Ask your jobber or write C 
us for details. fs 
r 
i 


Philip Haas Company 


Dayton, Ohio, U. S. A. 
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Remove the stains 


from closet bowls 


with F loset Klean, a harm- 
less preparation which thor- 
oughly cleans the bowl with- 
out scrubbing. In no way do 
the hands come in contact 
with the bowl. Simply pour 
into the bowl—filush—and the 
job is done. 


























Your jobber can supply you. 


' The Chamberlain Co. 
Pittsburgh, Pa. 





























pe reputation of Kohler Ware for quality and 
Lieu has been raised higher than ever by 


the Kohler Electric Sink. Kohler prestige isasales- 
builder for progressive plumbers. Make it one of 


your business assets — by selling Kohler fixtures. 


KOHLERoF KOHLER 


Plumbing Fixtures 














PLUMBERS’BRASS 


The Worlds Most Complete Line 


More than 70 
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manufacturing ex- 
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the work is done among disagreeable and even filthy 


surroundings, and no one should enter the trade 


who is not willing to undergo these things. The 
qualifications are constantly rising, and because of 
the greater possibilities for evil and dangers to. the 
general health which ignorance in this field may 
bring, many cities now grant a license to practice 
as a plumber only after an examination. 


4, What preparation is necessary? 


(a) You should finish the co-operative trade school 
curriculum, followed by a short apprenticeship. Tak« 
such courses as mathematics, mechanical drawing 
and English. (b) There are many trade schools in 
which you can learn this trade. After attending trade 
school, you would have to serve some years as an ap- 
prentice or helper. (c) If you wish to continue study, 


you might advance to such a position as plumbing 
contractor, plumbing inspector, consulting expert or 
sanitary engineer. See Patterson’s and Sargent’s 
Directories for school lists in the high schoo) refer- 
ence room of the Central Library. 

5. What income may be expected? 

A good journeyman plumber should make from 
$2,000 to $2,500 a year. In Bridgeport $1.25 an 
hour is the average wage, double pay for overtime 
Plumbing contractors make money according to indi 
vidual ability in business. 

6. Where can more complete information be ob- 
tained? 


(a) Books at the Central Library: 1. Gowin and 


Wheatley, “Occupations,” pp. 196-198—T658.01. 2 
Weaver and Byler, ‘Profitable Vocations for Boys,” 
T607.2. 3. *“*Trades in General,’”’ Jones, T607.2. (b) 


See Librarian for other books and magazines. (c) 
Interviews (1) home room teacher, (2) counselor, 
(3) parents—encourage parents to consult coun- 


selor, (4) worker in the occupation, either through 
personal friends or by arrangement through coun- 
selor. 

This information is not meant to be complete. Its 
purpose is to give you a start in making a thorough 
study of the occupation. 


You may have noted in the sixth section of the pampl- 


let that it is suggested that workers in the occupation 
be consulted, and that arrangements to do this can be 
made through the counselor, who is one of the school 
officials. When a request of this kind is made by a pupil 
interested in plumbing, the counselor gets in touch with 
one of the local Bridgeport master plumbers, makes an 
appointment for the boy, who then talks over the matter 
with the master. 


The man selected for this important work gives as much 
information to the prospective apprentice as he possibly 
can, freely answers questions, emphasizing the harder 
parts of the job in order to make the boy understand what 
he is getting up against. After his talk, he has a fair 
idea whether the lad is likely to succeed in the plumbing 
business, and he can report favorably or unfavorably to 
the counselor. 

If the report is favorable, the counselor gets in touch 
with the lad again, outlines a course of high school siudy 
that will aid him in becoming a business man when he 
has gone through the earlier stages of the business, and 
arranges for his enrollment in either evening or day 
classes at the plumbing school. If the boy elects to go to 
school during the day, his classes in public school are so 
arranged that he may handle both his shop training 
his regular schooling. 

A boy thus prepared in advance has been found to be 


and 
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The Brunswick White Seat is based on 
same core as has made Whale-bone-ite 
Seat world famous! 


Order One Brunswick White Seat 
at Special Showroom price $6.75 


AND GET THIS BEAUTIFUL 5-COLOR DISPLAY FREE! 


(Seat will be billed through your 


wholesaler — just send coupon) 


O make it easy for you to show and sell the Brunswick White 
Seat, we offer one at a special low price and will furnish with it 


the expensive window trim shown here FREE. Dept. 152, Seat Division 


Unique features make the Brunswick White Seat easy to sell. This 
new-type seat has the same laminated, hardwood core found in our 


world-famous Whale-bone-ite Seat. NO OTHER WHITE SEAT 


623 South Wabash Avenue, Chicago 


OFFERS YOU THIS UNIQUE CONSTRUCTION. | It assures 
a permanency, a freedom from warping or splitting not found in any price $6.75. 
My wholesaler’ is 
The glasslike Brunsoid white surface of the Brunswick White Seat — 
is also a remarkable development. As easy to keep clean as china. 
Guaranteed not to crack, chip, craze or change color. Every Brunswick My name 
White Seat is backed by a five-year guarantee. 
Address 


As a leader in your line, get this sample Brunswick White Seat at 


' 
' 
' 
{ 
' 
' 
' 
' 
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' 
t 
1 
1 
other white seat. - 
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' 
' 
t 
' 
' 
' 
' 
' 
special low price and join with us to increase your seat business. ~ 








THE BRUNSWICK-BALKE-COLLENDER CO. 


Please send free window display and through my wholesaler 
send me sample Brunswick White Seat No. 624-71 at special 


















































Mention Domestic ENGINEERING when writing advertisers. 





DOMESTIC ENGINEERING 





Somerville 
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Soil Pipe and 


Fittings 


Cost no more than the 





ordinary kind 
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DONNELLY 


PRESSURE RELIEF VALVES 


The outside spring on the 
Donnelly Pressure Relief 
Valve does away with the 
possibility of spring corro- 
sion, with the subsequent 
loss of tension and adjust- 


ment. 


This Donnelly Valve is de- 
signed especially for base- 
ment system tanks, range 
boilers, storage heaters and 
closed plumbing systems. 

It operates automatically 
when pressure becomes too 
great. It is easily and 
speedily adjusted to any re- 
quired pressure. Your job- 
ber will be glad to sell you. 


DONNELLY MFG. CO. 
29 Mills St., MALDEN, MASS. 
Complete stock carried by 


HENRY STEIN 
50 Cliff St., New York Cit 
New York and New Jersey Offices 
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much more likely to continue along the lines he has 
mapped out for himself than one who has entered the 
business in a haphazard way simply because he wanted a 
job. As he has been told of the difficulties and the dis- 
agreeable things about the work in advance, he is less 


likely to become discouraged when those things appear. 
It is quite probable the educational authorities in your 


| town would be glad to co-operate with you by investigat- 


ing the Bridgeport plan. If they will write Mr. Worcester 
Warren, Board of Education, First National Bank Build- 
ing, Bridgeport, he no doubt will be glad to send them 


further information about the guidance plan. 








| Practical Problems—-No. 36 
| $3 paid for acceptable ideas _ 














Tapping a Hole Without a Tap 


EVERAL master plumbers were sitting around the 
association room in an eastern city exchanging expe- 
riences. Some of these experiences were humorous, 


some related to trouble jobs. At 
last one veteran of the trade 
spoke up saying: “Did you ever 
find yourself in a position where 


| you needed to tap a hole and you 





| 
| to fit the bushings. 


had no tap handy? Well, I did 
one time. It happened in the 
tropics. We had plenty of fit- 
tings but no taps, so when we 
wanted to tap a hole, we drilled 
it out and filed it to size. Then 
we took %-inch to %-inch bush- 
ings and sawed a series of slots 
around them as shown in the 
sketch, in order to form teeth. 
We did the same thing to a half 
a dozen plugs. 

“We next made a pipe handle 
Then we 
had a blacksmith harden both 
the plugs and the bushings with 


SILITILIEIIT) 





| bicromate of potash which most 





) tion, 


blacksmiths use for case harden- 

ing. If properly done the 

threads will be so hard that a file will not cut them. We 
worked the bushings first using the handle to get the hole 
started straight, then finished up with the plugs, which 
we had also converted into taps. In this way we tapped 
5g-inch cast iron and got a tight job.” 





Ralph D. Evans, Salt Lake City, Utah, former president 
of the Salt Lake Sanitary and Heating Engineers Associa- 
and Mrs. Evans, who is president of the Ladies 


| Auxiliary, and their family have left on a vacation trip 


to Seattle, Wash. 
Wayne Carbis, assistant manager of the K & K Engi- 
neering Company and a member of the board of governors 


| of the Salt Lake City, Utah, Association of Sanitary and 


|} Heating Engineers, 


is on a trip through the Pacific north- 


| west, 


| Master Plumbers’ Association, were the guests of G. 


| 


Samuel E. Houck, August V. Eidman, Francis C. Dorsey, 
and John W. Clark, prominent members of the Maryland 
Frank 
Young, of G. Frank Young, Inc., of Baltimore, Md., at the 
latter’s country home over the week-end of August 27 


Mr. Young’s home is on the shore of the Magothy river. 
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New-Revolutionary 


ELECTRIC HAMMER 


“With the Pistol Grip and Trigger Switch” 








HE advent of the Black &? Decker Electric Hammer marks ‘one of 


the greatest advancements in the history of labor-saving tools. This 
remarkable Electric Hammer accomplishes in a few minutes what, 
in the past, has required hours of the most laborious work with hand 
tools, Striking hard blows at the rate of 2300 per minute, it will drill 
through concrete, brick or whatever the material may be at an amazing 
speed. It will also chip steel, drive bushing tools and all types of special 
form tools. Just plug it in an electric light socket and pull the trigger. 


The Newest Product of 


BLACK & DECKER 
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Economical 


The automatic closing 
feature of Sloan Royal 
Flush Valves balks any 
deliberate attempt to 
waste water by hold 
ing down the handle. 
Sloan Royal Flush Valves 
cannot be held open. 














SLOAN VALVE COMPANY 
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Denver, Colo. Indianapolis, Ind, Milwaukee, Wis. : ; a 
Albany, N. Y. Buffalo, N. Y Des Moines, lowa Jacksonville, Fla. Minneapolis, Mina Oklahoma City, Okla Seattle, Wash 
Atlanta, Ga. Butte, Mont. Detroit, Mich. Kansas City, Moe Nashville, Tenn, Philadelphia, Pa. St. Louis, Mo. 
Baltimore, Md. Cincinnati, Ohio Durham, Conn. Los Angeles, Cal, Newark, N. J. Pittsburgh, Pa. Syracuse, N Y. 
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Boston, Mass. Dallas, Texas Grand Rapids, Mich Miami, Fla. New York City, N. Y. San Francisco, Cal. Washington, 1). C. 





1927 














BUSINESS CONDITIONS IN 
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LEADING JOBBING CENTERS 








CHICAGO 


Although volumes are slightly below what they were a 
year ago, little complaint is registered by manufacturers 
and wholesalers in respect to this side of business. All 
year the price situation has been the bone of contention. 
Sellers state that with existing volumes and prices on a 
firm, reasonable basis business would be very satisfactory. 
With the exception of steel pipe and wrought iron pipe, 
sales of the commodities included in this report have been 
subjected to price concessions at one time or another all 
year, especially when orders of good size were at stake. 
Lately, however, a tendency has been apparent toward 
stiffening, with an advance in soil pipe prices early in 
July, an advance in boiler and radiator prices in the same 
month and the recent advance on tubular brass goods. 
At the time of going to press no price changes had been 
announced by manufacturers since last week’s survey. 
Jobbers’ prices continue to maintain a weak tone. 

As is usual during this period of year, wholesalers’ 
inventories are fairly well rounded out, but their continual 
adherence to close range buying eliminates any possibility 
of over extensions. Due to quicker turnover of stocks 
caused by increasing needs of master plumbers and heat- 
ing contractors, jobbers’ usual small orders are more nu- 
merous than a month ago. During the past week a marked 
degree of activity was apparent at a number of sources, 
as good shipments were effected on orders placed by job- 
bers for delivery around the first of the month. Produc- 


‘tion continues at a rate which enables makers to accumu- 


late good reserve stocks and from which immediate 
deliveries are granted when such is the request. Con- 
tractors report no difficulty in securing most material at 
an early date. 


Soil Pipe 

Some foundry representatives in this territory state 
that wholesalers are backward in forwarding specifications 
against contracts placed at the low price level, while others 
report that requests for shipment are reaching them in 
fairly good volume. Foundries’ ability to deliver pipe and 
fittings also varies; some offering shipment within 48 hours 
on orders of any size, while others are not promising 
more than an assorted carload at a time on such short 
notice. While price sheets of the leading foundries are 
all at the same level, reports from reliable sources indi- 
cate that extra discounts are being offered from time to 
time. 

Steel Pipe 

Contractors in this territory are actively engaged in 
work requiring steel pipe and the resultant substantial 
demand on distributors is reflected almost immediately 
on mills, as a result of the light stocks being maintained 
by most jobbers. Close range buying for early needs still 
accounts for the bulk of pipe moving in to wholesalers’ 
stocks, although a fairly good tonnage is also leaving 
mills addressed to specific jobs. While mills are operating 
at a curtailed production rate, ample stocks insure de- 
liveries as wanted. Prices are firm and have not changed. 


Wrought Iron Pipe 

Conditions affecting the wrought iron pipe business in 
this territory are in a healthy state. The price situation 
alone is cause for much satisfaction, as the mill quotations 
of today are those established more than 4% years ago, 
and are firm. Demand for pipe, although not as heavy 
as at this time last year, is fairly good. Buying in small 
lots for immediate needs is the rule among almost all dis- 
tributors. Although their supplies are not heavy, whole- 
salers, as a rule, can fill contractors’ orders promptly, 





CURRENT CONSUMPTION 


ITH the consummation of the last seven days’ 

business another satisfactory week has been the 
experience of most manufacturers and wholesalers 
doing business in the jobbing centers covered by this 
report. The gradual expansion in consumption of 
the last few weeks has been cause for better turn- 
overs of jobbers’ stocks, and this, because of the 
close range buying policy of distributors, is early re- 
flected on makers. Material used in finishing work 
is largely responsible for this gradual expansion, while 
at the same time contractors’ needs for roughing-in 
material are still substantial. The approach of the 
heating season is also commencing to be felt in no 
small degree by manufacturers of boilers and radia- 
tors. Makers state that during the past week a large 





BRINGS GOOD TURNOVER 


number of specifications were received against 
blanket orders placed prior to the price advance an- 
nounced around the middle of July. 

In general, makers of steel pipe, wrought iron pipe, 
enameled ware, pottery and range boilers are in a 
position to make prompt deliveries when such is the 
request. Delivery service offered by soil pipe foun- 
dries varies, some makers granting 48-hour service 
whilg others are unable to ship large-sized orders in 
that length of time. Slight delays also apply to for- 
wardments of certain heating material, although 
hardly sufficient to cause any embarrassment. No 
price changes were announced by manufacturers dur- 
ing the week, quotations of makers maintaining the 
same levels as during the week before. 
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ROM Buffalo to Cleveland these 

palatial inland liners traverse a 
stretch of scenic beauty. In many of the 
first-grade parlors you will find T/N 
One-Piece Closets to further enhance 
the comfort and convenience that mark 
the appointments of the C & B Line. 
There ‘are opportunities everywhere 
for profit on T/N unit fixtures. 


Positive Action W rite for details 


Non-Overflow 
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VW CLOSETS 


W. A. CASE & SON, 220 Delaware Ave., Buffalo, N. Y. 
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either from their own racks or through the immediate 
deliveries offered by mills. 
Enameled Ware 

No developments of note marked the enameled ware 
business in this territory during the last seven days and 
conditions are very similar to those of the preceding week. 
During the past month or month and a half, many whole- 
salers have been ordering a little more freely, but as yet 
demand has not reached the proportion of this time last 
year, early requirements governing nearly all buying. Job- 
bers’ stocks are of sufficient size to assure contractors of 
material when needs arise. Factory shipments, also, are 
going forward without delay. Quotations of makers are 
firm and have not changed. 

Pottery 

Potters’ representatives in this territory were quite busy 
during the week taking care of a fairly good influx of 
orders for both staple and special ware. As the summer 
wanes a growing number of large buildings are nearing 
the stage where this ware will be needed in considerable 
volume, and the expanding needs of contractors are being 
reflected on distributors and makers. Practically all buy- 
ing being transacted by jobbers is in small lots for de- 
mands that are certain to arise in the next four or five 
weeks. Prompt deliveries are the rule among both jobbers 
and makers. Prices have not changed. 


Plumbers’ Brass Goods 

The price advances of two large tubular makers re- 
ferred to in last week’s report had not been followed by 
other makers at the time of going to press. The price 
situation continues to form the basis for most of the com- 
plaint registered by makers concerning business. A slight 
improvement, however, is noted on quotations of tubular 
items. While volumes are not as heavy as a year ago, 
they have shown a gradual improvement in the last three 
weeks. Prompt deliveries are being offered by makers, 
and wholesalers can take care of their customers’ needs 
without delay. : 

Range Boilers 

While conditions marking the range boiler market still 
appear to be unsettled, statements of leading manufactur- 
ers in this territory indicate that demand is somewhat on 
the upturn. This is attributed mainly to the increasing 
requirements of contractors, as wholesalers are not at- 
tempting to anticipate their needs, adhering to the policy 
of buying in about the same quantities as stock is moved 
into consumption. Warehouse pick-ups account for a good 
part of the current volume. Ne price changes were an- 
nounced by makers during the last seven days. 

Boilers and Radiators 

One large manufacturer states that specifications against 
blanket orders placed at the time of the recent price ad- 
vance are coming in more freely than during the preceding 
week, which in itself accounted for a good volume. New 
buying is light. Shipments on almost all items are being 
made satisfactorily. Prices are firm and have not changed. 


NEW YORK 


While occasionally a note of pessimism creeps into the 
statements made by manufacturers, wholesalers and con- 
tractors, without a doubt there is a sufficient amount of 
business being done, despite the season, to give all 
branches of the trade a fair working margin. Of course 
there has been a let down from last year’s record breaking 
figures, but the progressive firms saw that possibility 
earlier in the season and many of them so arranged their 
affairs that this condition found them prepared. Those 
who have depended too much on volume, with a smaller 
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emphasis on a proper profit, are not in as good condition 
as the others, however, and in many cases these are the 
firms which now are lamenting poor business. 

The week has seen little change in the general situation. 
Demand is fair for the season, it is reported. Prices gen- 
erally have not changed, with the exception of a slight 
increase by one tubular brass maker and a very slight 
decrease by one range boiler manufacturer. Shipments 
continue to be made in good time. 

Soil Pipe 

Prices remain steady, with a slackness in the current 
demand partially responsible for almost no fluctuations 
in quotations. New business continues to be comparatively 
light, as many wholesalers still find they have soil pipe 
on hand, purchased earlier in the season. As the greater 
share of these purchases has been delivered, shipments 
from foundries total a comparatively small volume. There 
are few delays when prompt shipments are needed. 

Steel Pipe 

As reported in previous summaries of this market, the 
month just closed shapes up poorly in comparison with 
the past two Augusts. This is due in large measure, how- 
ever, to an exceptional demand during those months in 
the past two years. In 1927, July saw the shipment of 
more pipe than in previous years, thus at least partially 
evening the score. Prices are unchanged. Quick ship- 
ments can be made with little difficulty. 

Wrought Iron Pipe 

Wholesalers in large measure continued their usual 
policy of buying little pipe during the first week of the 
month, having purchased a considerable amount during 
the few days preceding the close of August. The demand 
from distributors continues to reflect the call for materials 
made by contractors. Prices have not been changed, con- 
tinuing steadily firm. Early deliveries are possible. 

Enameled Ware 

“Good shipments, slow current business,’ so the repre- 
sentative of one of the larger manufacturers characterizes 
the market. In other words, those wholesalers who have 
placed orders for future delivery are now beginning to 
feel the need for enameled ware, but are not yet disposed 
toward further commitments. This being the finishing 
season, wholesale stocks are quickly depleted. Makers 
have good stocks, both in plants and in local warehouses, 
and calls for quick delivery are ordinarily quickly honored. 
Prices are on the same level. 

Pottery 

The average report from potters is that the ware in- 
tended for use in large projects is now in better demand 
comparatively than that for dwellings and the cheaper 
grade of apartment house. Wholesalers continue to place 
their trust in the manufacturers being able to deliver 
promptly and are not building up their stocks of staples. 
Price have not been changed, continuing firm. 

Plumbers’ Brass Goods 

One manufacturer of tubular goods speaks of the spotti- 
ness of demand, stating that one week his firm would be 
swamped with inquiries from wholesalers and that the 
next seven day period would find almost no interest when 
calling upon distributors. In general, it is estimated that 
volume of this class of goods is approximately 20 per cent 
less than last year, when the first eight months of the year 
are considered. Demand for cast brass is not as good as 
it might be, but August exceeded July in volume. Prices 
have not changed, but are firmer in tone on both classes 

Range Boilers 

One large manufacturer reduced prices of practically all 
sizes five cents each, the reduction bringing his sheet to 
a level with that of one of his principal competitors. 
Wholesalers are buying only such boilers as the pickups 





DOMESTIC ENGINEERING September 10, 1927 


‘The Wise Plumbe 


SgeanpanepeeemeSBSSenesae @ tame BSB aeane s @ @ 


Mention DomesTIC BE) 








September 10, 1927 DOMESTIC. ENGINEERING 61 


enlwayvs Includes 


“xX LIQUID 


The wise plumber leaves nothing to chance—He uses 
“X’”’ in advance. When he puts in a new installation, 
he knows there will be a few cracked castings, broken 


threads, or split nipples. 





That’s where good, old ‘““X’’ comes in— Stops all leaks 
quickly—in high and low pressure systems—on olds 
and new jobs. 





S 30,000 plumbers and 


fitters use “XX — and 
swear by it. 




















Leave nothing to chance 
—Use ‘‘X’”’ in advance. 










“XX” LABORATORIES 


25 West 45th Street, New York City 
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by master plumbers make necessary. Early shipments are the higher grade of ware and shipping it within a reason- 
possible. able length of time, are apparently enjoying the better 
Boilers and Radiators business at this time, as there is developing a well sus- 

“Business is good,” one of the larger factors in the tained demand for this type of ware. The southern 
market reports, and his competitors echo the sentiment, section of the district is apparently showing some im- 
although possibly not quite so enthusiastically. Consider- provement. Prices have not changed. Early shipments 








e ing the season, the closeness to the last period price are possible. 
change, and other factors, the comment of good business Pottery 
is not far from an accurate picture. Prices have not “Business is as good as can be expected, considering 
changed. Deliveries are not delayed. the general trend,’”’ the representative of one large concern 
comments, and other makers continue to report a demand 
1 that exceeds the characterization of ‘fair’ and approaches 
P HI | A D k, [ PH [A “good.” There is apparently a well developed trend toward 
the better grade of china and porcelain, and in comparison 
There should shortly ensue a good period of bsiness a slackness in demand for staple goods. Prices have not 
in the Philadelphia district, with a considerable amount been changed, but occasional reports of shading on staples 
of plumbing and heating installations to be made, judging by some of the smaller concerns in order to secure busi- 
by the number of building permits issued in Philadelphia ness are received. The average potter has sufficient stocks 
proper during the month of August. During the 31-day to make early deliveries. 
period, there were permits for 2,010 operations to cost Plumbers’ Brass Goods 
$11,768,935 issued. This is the second highest for August There has been a more optimistic tone to the reports 
on record, and would be the largest except for the fact received from manufacturers of both cast and tubular 
that in 1924 a $12,000,000 permit was issued for a power goods during the past month than there was in evidence 
plant. The figure is approximately $2,000,000 larger than = q}) of the earlier part of the year. This applies both to 
the totals for the same period in 1925 and 1926, and the demand for the makers’ wares and to price conditions, 
F calls for the most operations of any year since the war while demand has not become really active for either 
except for 1922, when 2,194 operations were contracted type, a considerable amount is actually being shipped to 
for. wholesalers, and other buyers are quoted as being in a 
Business continues on approximately the same level a8 more receptive frame of mind. Strength is shown in the 
has been current during the whole month. There is less tubular division with a price increase by one firm last 
work for the contractor than there was at this time a year week, 
ago, it is evident, and the average wholesaler has disposed Range Boilers 


of a smaller volume of goods than he had in 1926. De- One large manufacturer whose prices influence this 
spite this, there is small reason for pessimism, especially market to a great extent has issued a new sheet which 
in view of the August permit record. Prices generally rings the list on almost all sizes down five cents each. 
have not changed, a slight change of prices by one range This, it is stated, is to bring this maker’s sheet in line 
boiler manufacturer being the only change of note. 





with that of another prominent maker, whose figures were 
Soil Pipe that much below the first mentioned concern. This was 


The movement of soil pipe is not as great as many’ the only price change noted. Demand continues to be 
foundries had hoped for by this time, as the call upon’ rather sluggish, actual needs determining the buying 


wholesalers for the stocks they accumulated six weeks or Early deliveries can be made. 
so ago has not accounted for enough tonnage to cause the Boilers and Radiators 
wholesalers to get into the market to any considerable There is little change in the situation, with a fair de- 


extent. In a large measure, this earlier-ordered tonnage mand reported by the majority of manufacturers. Many 
has been shipped to the distributors, and the shipments wholesalers committed themselves to some extent preced- 
from stocks at points of origin are nominal. Prices have ing the period price change a month ago, and are still 
not been changed. ‘receiving boilers and radiators ordered at that time. For 
Steel Pipe this reason, current business is off a trifle from that noted 
The average steel mill showed a loss of tonnage from five or six weeks ago. Prices are holding firm. Shipments 
this district in August, when the figures are compared can be made without delay. 
with those of the same month in 1926. This statement 


might also be made about shipments for the first eight 


months of the year, estimates of the decrease ranging NEW ENGI AND 


from 10 to 17% per cent, as various mill representatives 








are questioned. Prices from mill and distributing point The weekly review of conditions pertaining to the 
are unchanged. Quick shipments can be made. plumbing and heating industry discloses practically no 
Wrought Iron Pipe variation over last week in demand or prices. As one 


Demand, which had been active for the last few days maker aptly remarks: ‘‘We have kept our stocks built up 


of August, experienced its usual first-of-the-month lull to a point where expected seasonal increases in with- 
after wholesalers had gotten their orders in for September drawals would cause us no embarrassment, but as yet we 
shipments. Just at present there is a dearth of buildings are looking for orders to liquidate those comparatively 
at that stage where wrought iron pipe is required and this large supplies at our factories and warehouses.” This 
naturally slows down the demand from the master plumber condition is not singular, but is applicable to manufac- 
and heating contractor. The average mill has sufficient turers of many commodities, for activities seem to have 
stocks on hand to insure quick deliveries. Prices have fallen somewhat short of expectations, which, together 











not changed. with well sustained production and jobbers’ unwillingness 

: Enameled Ware to forecast their future requirements, has occasioned fairly 
A lack of unanimity in reports from various manufac- heavily proportioned accruals at sources. 

turers supports previous statements of a spottiness in de- Movements to jobbers’ warehouses and thence into con- 





mand. Companies making a full line, capable of producing sumption of the various items in the line are, however, 
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Design—Follows findings of U. S. Public Health Service, 
proven by years of experience. 


Material—Copperoid Iron. Special rust resisting. Fur- 
ther rust-proofed with mineral asphalt enamel. Nos. 
402 to 405 inc. 14 ga., Nos. 410 and 415 12 ga., Nos. 
420 to 440 are ;';-inch plate. 


Durability—San-Equip Septics are protected by a heavy 


Flanged Cover 


Intake iw 
4” tile 

Waterline —— 
Baffles 

8” Air Chamber 

Sludge Chamber 
Passages — — 


Effiuent Chamber 











coating of mineral asphalt enamel, melted on inside 
and outside. Unaffected by moisture, acids or soil. 
The perfecting of this process insures durability. 





Flanged Base .~ 














Now= 
Every One Can Afford a 
San-Equip and Health! 




















Home Size 





PrRoTECTS PROPORTIONATELY 


Unit the HEATH LOW PRICES ON 
of the J OTHER MODELS 


$ O tia NATION 
4 zs 


The last bit of sales resistance that your customers might have to 
offer has been definitely removed in the reduction of the prices of 


San-Equip Septic Tanks. 


Forty Dollars is a mighty small price to pay for the protection that is 
assured your customers when they use San-Equip Septic Tanks. 

It is a mere fraction of what the old-fashioned, unsanitary sewage 
disposal methods cost when the danger to health and the inconveni- 
ences are figured. 


You can be the means of promoting better community health in 
getting out and telling your customers of the advantages of using 
San-Equip Septic Tanks. 












Knowing that you are doing-a great work for your fellow-citizens is 
a big reward but in handling San-Equips you not only do this but 
make a substantial profit besides. 


Order San-Equips from your jobber 


Chemical Toilet Corporation 


East Brighton Avenue Syracuse, New York 
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generally of satisfactory nature. 3oth producers and dis- 
tributors, on the average, have found that demand, as rep- 
resented by specifications and new orders, has been suffi- 
cient to slightly increase their volumes from one week to 
another. Wholesalers are favoring larger and, more 
widely assorted stocks of finishing goods, but no departure 
from their conservative buying methods is apparent. The 
character of makers’ quotations is generally firm, with 
minor weaknesses reported in the range boiler and heat- 
ing equipment markets. 
Soil Pipe 

As reported by several foundry representatives, new 
business has fallen off to some extent during the past fort- 
night, although the tonnage moving into this territory is 
holding up quite well, which fact may be mostly attrib- 
uted to releases on former low-priced contracts. One 
maker is producing at near maximum to work off a back- 
log of orders, while others have ample supplies on hand 
to effect prompt deliveries. Wholesalers are maintaining 
well assorted stocks and have sufficient quantities for their 
near-at-hand requirements. Prices are unchanged. 

Steel Pipe 

Carload orders for immediate delivery are scattered, 
mills report, but when bookings over a two to three-week 
period are totalled the aggregate seems of nearly similar 
proportion with that of corresponding weeks of previous 
years Wholesalers are moving pipe in quantities which 
necessitate more frequent replacements, but stocks are 
usually maintained only at levels above the present con- 
sumption demand. 

Wrought Iron Pipe 

Several large wrought iron pipe mills seemed well 
pleased with the tonnage recorded for the month of Au- 
gust and are further optimistic with the outlook for con- 
tinued good business during the next several months. 
Although distributors are not anticipating and are guard- 
ing against over-stocking, their turnovers are slightly ac- 
celerated, which, together with industrial consumption of 
pipe, keeps a steady influx into this section from mills. 

Enameled Ware 

If an average of all enameled ware manufacturers’ rec- 
ords were taken, the figure representing total sales so far 
this year would not be greatly in arrears of the similarly- 
arrived-at amount of last year’s business. Makers report 
last week’s receipts as from fair to good, with wholesalers 
evincing a somewhat keener interest in the variation and 
upkeep of their stocks. Contractors’ activities in finishing 
work is rather brisk in and around the larger cities and 
towns, but outlying districts seem to have slowed up a bit. 
Quick shipments from factories are the general rule. The 
price situation remains unchanged. 

Pottery 

The expiration of old contracts on potters’ books has 
been followed by but very few renewals. Wholesalers are 
content with ordering as their present requirements dic- 
tate, and, having not committed themselves as to the fu- 
ture, generally estimate their present supplies as sufficient 
for the coming 30 to 45 days. With the increase in the 
amount of finishing work, shipments of pottery are bright- 
ening, according to both makers and distributors. Staple 
ware is being forwarded from potteries in satisfactory 
time. No price changes are noted. 

Plumbers’ Brass Goods 

Manufacturers continue to produce at a steady rate and 
are making quite satisfactory shipments, even though in 
small-lot quantities, both against formerly made contracts 
and new orders received. Current with the better demand 
for finishing material, plumbing contractors are calling for 
tub, lavatory and sink fittings in measure which necessi- 
tates the maintenance of widely varied assortments on 
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wholesalers’ shelves. Makers have ample supplies at fac- 
tories to effect deliveries as requested. Prices have not 
changed. 
Range Boilers 

Neither makers nor distributors are aware of any appre- 
ciable change in demand for this commodity over the pre- 
ceding week, although volumes in most all cases are sea- 
sonally good. The price situation is lacking in strength 
Wholesalers have ample stocks on hand to meet the imme- 
diate requirements of their trade. Quick deliveries are 
granted from sources. 

Boilers and Radiators 

Some factories are more fortunate than others in the 
amount of business being handed them. Deliveries are 
still being made on coverings which were effected prior to 
the last price advance, which, together with a slowly in- 
creasing volume of new business, are of satisfactory sea- 
sonal nature. Stocks at points of manufacture are plenti- 
ful and unextended deliveries are granted. Price shading 
is reported in some quarters but the general aspect of the 
market is firm, there being no changes in prices announced. 


PACIFIC COAST 


Susiness conditions on the coast continue about the 
same from week to week. Building operations, while not 
as large as in 1926, continue to be of fair volume with 
most of the construction consisting of residences and 
small apartments: Price conditions continue unchanged, 
jobbers’ prices to the trade being more firm in some job- 
bing centers than in others. 

Soil Pipe 

There was no great change in the demand for soil pipe 
during the week and most of the inquiries continue for 
small lots for immediate requirements, which distributors 
can fill from their present stocks without difficulty. Job- 
bers’ prices to the trade for out of stock delivery, while 
varying in the different jobbing centers, remain unchanged. 

Steel Pipe 

Steel pipe continues to move from week to week in about 
the same volume that has maintained for the past several 
months and, on the whole, consumption is fair. Most dis- 
tributors have well assorted stocks and little difficulty is 
experienced by the trade in securing prompt delivery on 
their requirements. Prices are unchanged. 

Enameled Ware 
, Little change is apparent from week to week in the de- 
mand for enameled ware, most purchases being for im- 
mediate requirements only. Distributors are carrying only 
minimum stocks, depending on nearby factories and manu- 
facturers’ warehouses for prompt delivery of ware as 
needed. Prices are unchanged. 
Pottery 

Pottery continues to move at a moderate rate with 
little change apparent from last week. Distributors gen- 
erally have well assorted stocks and prompt replacement 
of merchandise as sold can be obtained from nearby pot 
teries. Jobbers’ prices to the trade remain unchanged. 

Plumbers’ Brass Goods 

While a normal demand for this commodity continues, 
the conditions surrounding its distribution on the Coast 
remain unchanged. Distributors are carrying only fair 
stocks and prices continue at the low level established 
some months past. 

Range Boilers 

A moderate demand for range boilers prevails, which 
price reductions in the past few months have not stimu- 
lated to any extent. Distributors are carrying only light 
stocks and depending upon prompt shipment from fac- 
tories for replacement of merchandise as sold. 
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Architects: Mulhall & Holmes, 141 Newbury St., Boston, Mass. General Contractor: Thos. F. O’Connor Co., Cambridge, Mass. 


Plumbing Contractor: M, Ahern, Boston 


Flushing Problems Solved—lInstall 
Simplex Flush. Valves 


FROM YOUR JOBBER 


In the Dorchester Court House, Boston, Mass., 
as in all modern buildings, the question of sani- 
tation was foremost. 


Especially was the flushing problem given the 
attention of all those interested in the building. 


They found the real solution in Simplex Flush. 
Valves as have hundreds of others. 


The BEATON & CADWELL MFG. CO. 


NEW BRITAIN, CONNECTICUT 
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How to sell more Hoffman 
jobs than ever before .. . 


N THE opposite page is the famous well drawing, guaranteed to catch and 
“Hot—you’d be surprised’? window hold the eye—and put over the Hoffman 
display with the gorgeous Norman Rock- comfort idea. An ideal window tie-up 
with Hoffman national advertising (Sent 
free—use coupon to get full details). 


At left is shown the popular ‘‘Watch- 
man of the Coal Pile’’ window display, 
so successful a sales stimulator for heat- 
ing contractors last fall. Either this or 
the “Hot! You’d be surprised”’ display 
will be sent free. 


How to get started — properly 


SEND the coupon below for full details 
of how you can secure free (1) names of 
live prospects in your neighborhood who 
have answered Hoffman’s tremendous 
national advertising campaign (2) Choice 
of either one of the two window displays 
(shown above) (3) copies for distribution 
to your best prospects of the new 48 page 
book ‘‘How to Lock out AIR—the heat 
thief’’—-guaranteed to convince any in- 
telligent reader of the necessity of having 
Hoffman No. 2 Vacuum Valves—also your 
copies of various other helpful Hoffman 
sales material. Just fill in and mail cou- 
pon today. 








Showing individual Hoffman No. 2 
Vacuum Valve package and the new 
“silent salesman’’ cartoon of 1 dozen 
Hoffman No. 2 Vacuum Valves. A big 
sales help. 

















HOFFMAN SPECIALTY CO., Dept. X-3, 
25 W. 45th Street, New York 


Send me full details of your window display and free 
inquiry offer. 
ee youre Paso kee ewan wes 


ae 
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JACUUMBVALVES 
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CLI | Utah Association Holds Quarterly 


F | Meeting in Cedar City 
P associ for increased membership, how to finance the 
AND YOUR 
PEACE OF MIND 


association more adequately, unfair competition, re- 
You want to be able to leave 


| ports of association activities during the last few months 

| and at the recent national convention at Minneapolis, were 
| among the topics discussed at the regular quarterly con- 

a job and know that every- 

thing is O. K. Climax Test 

Plugs will provide you with 


vention of the Utah State Association held at Cedar City, 
August 19. William A. Bywater, president, presided at 

that assurance wherever you 

use them. 








| the meeting. 
As a means of increasing the membership, which now 


numbers sixty, the hiring of an organizer for a short 
time was suggested by E. O. Moe, Provo, a member of the 
board of governors. It was pointed out that very fre- 
| quently a person not connected with the trade, or at least 
| not a local member, will have much greater influence with 
the non-association masters. Alex Mortensen, Provo, vice 
president of the association, spoke on the value of a 
membership committee. The subject was referred to the 


board, which will make recommendations at the next quar- 
terly convention. 

“How do you compete with a contractor who is satisfied 
with three or four dollars a day as wages for himself and 
no profit on the material?’’ was the question asked by a 
delegate in opening the discussion on unfair competition. 
He further pointed out that there was little use in waiting 
for such a competitor to die or ‘“‘go broke,’ as he knew 
one who had been carrying on such a practice for over a 
decade and was doing as much work as ever. 

That educating such a master to the necessity of figur- 
ing at least journeyman wages for himself and fair profit 
on his material, is the most practical way of raising his 
standard, seemed to be the consensus of opinion of the 
convention. Much better results can be obtained by co- 
operating with such a master and trying to get him to 
“raise his sights’’ than by trying to compete with him on 
cheap prices, it was said. It was further pointed out that 
every master plumber should strive to build up a non- 
competitive trade through the installation of good work, 
which should be backed by a first-class guarantee, and 
fair prices. 

The question of securing greater finances for the asso- 
ciation was discussed. The annual dues have been nine 
dollars per member, of which $4.50 are in turn paid to 
the National. Last year over 2,200 letters were sent out 
and a considerable sum spent in printing the necessary 


literature to place the proposed plumbing code before the 
legislature. It was pointed out that the present finances 
are inadequate to support a progressive organization. A 
financial committee, consisting of Robert Sneddon, Salt 
Lake City, chairman; M. F. Jensen, Cedar City, and Henry 
G. Blumenthal, Provo, was appointed. The committee’s 


Get the Climax catalog now 
and use it. It'll prove a time 
and money saver 
for you, every 
day of the year. 





Write for it now 
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CLIMAX TEST TEE STRAIGHT 
PLUG DOUBLE PLUG 


THE C. M. Ker? mre. Co. 


MANUFACTURERS OF 


PLUMBERS’ SPECIALTIES recommendation that the dues be raised to $12.50 for 
the year 1928 was passed. 
405-415 € OLiveR ST 
BatTIMoRE, Mb.US.A. A motion, made by Mr. Blumenthal, that the board con- 


sider the question of incorporating the association, was 
passed. Mr. Blumenthal said that such an act would give 
the organization a much better legal standing and would 
probably place it on a more substantial basis generally. 


A. E, Buckley, a member of the board of governors, 


made the report of that body. He announced the appoint- 
E of Ambrose H. Higham, Salt Lake, and E. O. Moe, 


Pacific Coast Agents: 

WM. P. HORN CO. 
Rialto Bldg., San Francisco, Calif. 
509 Wilcox Bldg., Los Angeles, Calif. 
L. C. Smith Bldg., Seatle, Wash. 


ee 


Provo, as members of the board, succeeding Parley Burt, 
Springville, deceased, and Herbert B. Cromar, Salt Lake, 
resigned. A motion confirming the appointments was 
passed by the convention. 

Mr. Buckley further stated that the board had met sev- 
5 | eral times, including a meeting with a number of the 


| Ogden masters. The latter are now making an attempt to 
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IT PAYS TO BUY GOOD TOOLS 





Let’s Take 


No. 3 Beaver 
Apart and 


Learn Its 
Secret 





Showing ratchet with cover plate removed. 
Note the ratchet wheel is encased—out of 
harm’s way—(not on the die head)—and thus 
free from the injury of dirt and chips. 







<_ilt May J; 
re A he 


Note the strong ratchet pawl and how it 
engages the broad, deep teeth of the ratchet 
wheel. Reversing the pawl reverses the action 
of the tool. Note also the web that reinforces 
the ratchet case. 


BEA 








No. 3 Beaver, Jr., Ratchet is the only die stock made that 
threads 1 inch and all smaller sizes. And that’s an impor- 
tant exclusive advantage. 


In addition, it is so designed that vital parts are fully pro- 

ected, thus guaranteeing the longest life of dependable 
usefulness. 

For Instance 

The ratchet drive ring houses the ratchet gear. This gear is fully 
encased so that nothing can clog the gear teeth or cause premature 
wear, These gear teeth are broad, deep and uniform and the sturdy 
ratchet pawl fits snugly into the teeth. Looseness and sloppiness of 
operation are impossible. As a result of these exclusive constructional 


advantages No. 3 Jr. can be relied upon to outwear and ‘“‘out-service’”’ 
tools not so well built. Note the illustrations at the left. 


While No. 3 Jr. is especially adapted for work in close quarters it is so 
handy to use and so perfectly balanced that it’s always used for bench 
threading on 1 inch and smaller sizes. 


Buy only the die heads you need. 


All Good Jobbers Carry It in Stock. 


THE BORDEN COMPANY 
510 DANA AVENUE, WARREN, OHIO 
New York Office: 50 Church Street 
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1 Inch and All Smaller Sizes. 
Buy Only the Die Heads You Need. 





Money Making Pipe Tools 





The Only Die Stock Made That Threads 
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Every upward 
step your business 
takes should be 
advertised 
—and adver L 1S 1 Ng Whatever service 
, : ffer to th 
will make posstble i ga 
those upward STEPS. — advertise itl 
If you have a nice 
string of satis- 
fied customers 
— advertise itl 
When you take 
on a new line of 
specialties 
ae taccaatiaed ora ll 0 ea 





for you—all you do is clip 
the copy from your copy of 
When vou add the paper and hand it, with 
. the cut we send you, to your 
newspaper. Only $4.20 for 
truck 12 illustration cuts. Use 
—advertise it! the coupon below. 











ice makes advertising easy 





another delivery 











Tear out and mail this coupon— now! 


DOMESTIC ENGINEERING, 1900 Prairie Ave., Chicago 








Please enter my order for three months’ service of Advertising Editorials. 


I’m going to advertise! 
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organize an active association, although they were not rep- 
resented at the convention. 

“The national convention at Minneapolis was one of the 
greatest that that organization has ever held,’”’ declared 


President Bywater in making his report of that meeting. 
“Fifteen hundred delegates were present, while on two 
occasions the auditorium was filled to overflowing, with Reduce Row 


; agping-tn Costs and Make 
13,000 persons in attendance. Easier and Better Installations 
‘“‘Master plumbers should not take the attitude that the 


other fellow is always wrong. Very frequently he has They eliminate the annoying, time-consuming and 


: : ie é ; expensive long-screw connections, unions or ‘‘R”’ 
very good reasons for his position, which we might appre- and “L” nipples, and therefore SAVE YOU TIME 
ciate, if we only knew them. The more we co-operate, and MONEY. 

the better off we will all be. 

“Unless the masters work together, the same thing is 
liable to happen to them as has happened to the plasterer Illustration shows 
and the bricklayer. They will become journeymen, sell- position of pipe in 
ing only their labor. The plasterer or the bricklayer make Simply pipe Gaet nacens tens 
ng Onty Pes ‘glare : . p into Ram hub, 
no profit on the materials; they are laid down on the job screw into top fit- 
for tl because anybody can buy brick.” ting, coll—end the NOTE: Oakum 
for them, because anybody can bu} ‘ job is done. cannot possibly 

Mr. Bywater outlined the activities of the national asso- work thru joint, 
ae a P ‘ t or pass end of pipe. 
ciation along educational lines. The sanitary engineers 
turned out by the Carnegie Technical Institute are ex- 
pected to be big aids to the plumbing and heating business. 

Under the subject of ‘‘good and welfare,’’ Robert Sned- 
don of Salt Lake spoke of the accomplishments of different 
Salt Lake and Utah associations. 

Mr. Bywater urged the members to devote more time 
to upbuilding their profession. ‘It is excellent to belong 
to various civic, fraternal, social and other organizations STRINGER BROS. Co., Inc. 
with various purposes, but while the plumbing and heat- 1100 W. 38th St. :2: Chicago, Ill. 
ing contractor is doing this, he should not forget the one \Y Warehouses: Chicago, Ill., Gadsden, Ala. 

, . . : ‘ i n, Al 
that comes nearest to his livelihood, his trade organiza- Factories: Gadsden, Ala 
tion. It is his plumbing and heating business that allows 
him to support the various clubs and societies that he 
belongs to, and it is his plumbing and heating contractors’ 
organization that directly helps his business.’’ 

At a luncheon between the business sessions, Mayor 
Eugene Christensen of Cedar City welcomed the delegates. 
He humorously declared that the inhabitants of Cedar 
City were now trained to build the bathroom first and 
the rest of the house later—if they had money enough. | 

Mrs. A. E. Buckley, past-president of the Ladies Auxil- 
iary to the Utah County Association of Sanitary and Heat- 
ing Engineers, and Mrs. E. O. Moe, the present head, 
discussed the activities of the Ladies Auxiliary. The 
speakers declared that the Ladies Auxiliary had resulted 
in much better feeling among the masters, with resulting 
benefits both socially and in a business way. It was fur- 























Manufacturers of a complete line of fittings for 
either CAST IRON or SCREWED PIPE instal- 
lations. We have fittings for any type operation 
—whether a skyscraper, hotel, apartment build- 
ing or small cottage or bungalow. 

Write today for catalog of modern and econom- 
ical plumbing roughing-in systems. 
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ASK FOR A DEMONSTRATION 


You owe it to yourself to see the Red-E-Hall Pipe Threader in action. 
Ask your jobber to demonstrate it. 


It will thread, cut off and ream '/- to 2-inch pipe and by using the 
universal drive shaft wil! drive hand stocks up to 12 inches. 


Easy terms can be arranged for its purchase. 


HALL-WILL, Inc. :: Erie, Pa. 


oth RED HALL 
Top row: William A. Bywater of Salt Lake City, national 
director and president of the Utah state association; J. L. 


Hill, sales manager, Pacific States Cast Iron Pipe Co.; P. P. PORTABLE PIPE THREADER 


Erskine, state trensurer; Alex Mortensen, state vice presi- | 
dent.—Bottom row: Henry Blumenthal of Provo, past state Built by HALL-WILL, INC., Erie, Pa, 
President; M. F. Jensen of Cedar City; O. S. Walsh, state 


secretary; Glen Bywater of Salt Lake City | 
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ther pointed out that all the ladies present were members 
of the Utah County Auxiliary and much interested in the 
work of this organization. 

George A. Mitchell, secretary of the Cedar City chamber 
of commerce, outlined the activities of the valley and sug- 
gested the scenic spots that might be visited. County 
Attorney R. J. Shay delivered a humorous speech, which 
all enjoyed. 

That afternoon, after the business session was finished, 
the masters and ladies visited the iron mines which supply 
the Columbia Steel Corporation with iron ore. The mas- 
ters were especially interested as the Pacific States Cast 
Iron Pipe Company is a subsidiary of the Steel Corpora- 
tion. Other points of attraction were also visited by the 
delegates. 


A banquet was held in the evening. K. U. Jones, presi- 
dent of the Cedar City chamber of commerce, briefly 
sketched the history of the city and valley and its prin- 
cipal industries. 

“Sanitation is one of the most important phases of 
modern civilization,” said J. L. Hill, sales manager of the 
Pacific States Cast Iron Pipe Company. “And a very im- 
portant element of sanitation is the proper disposal of 
sewage, including the use of pipe that will not allow the 
contamination of surrounding springs and other sources 
of water. 

“One of the greatest criticisms that might be made of 
the public today is that it is ‘penny wise and pound foolish’ 
in regard to plumbing. No one expects a $500 automobile 
to be in the same class as a $1,000 one, but thousands of 
people think that the cheapest plumbing that they can 
secure, perhaps installed by some ‘handy man,’ is just as 
good as more expensive and sanitary fixtures installed by 
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Top picture: A group of members of the Utah County auvxili- 
ary.—Middle row: Mr. and Mrs. Lynn Haws of Provo, secre- 
tary of the Utah County association; Mr. and Mrs. A. E. 
Buckley of Provo, president of the Utah County association. 
—Bottom picture: Group of master plumbers and guests 


an experienced and capable master.’’ Mr. Hill further 
pointed out that he did not think that it was a bit worse to 
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W: ater 
; in the Complete Humphrey line 


; HERE is a big advantage for you in handling 
| the complete line of Humphrey Automatic Gas 
~ Water Heaters. 





re- No job is too big, or too small, for you to tackle. 
en, There’s a Humphrey Heater especially designed to 
meet ‘every condition, every requirement in any 
ler type of building from a skyscraper to a cottage. 


And—this is important—there’s no difference 
whatsoever in{the standards of quality maintained 
in' the manufacture of Humphrey Heaters whether 
they are large or small—regardless of the price. 


A Humphrey is always a Humphrey, and, as 
such, is guaranteed to give the user complete satis- 
faction. 





The fame of Humphrey Heaters is world wide 
and is based upon steady, dependable performance 
demonstrated over a period of 40 years. 


With Humphrey ‘reputation behind you, and 
the support of our entire sales organization and 
our advertising, there is no limit to your possibili- 
ties for water heater sales. 


Write for catalog and complete information. 





HUMPHREY COMPANY 


(Div. Ruud Mfg. Co.) Brand New 
Kalamazoo Automatic 
Storage Heater 


25-A Humphrey 
Instantaneous Auto- Kalamazoo, Mich. 


matic Water Heater 


HumpPH REY 


Automatic Gas Water Heaters 
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allow the operation of ‘‘self-serving drug stores,’’ where How to Use An Education 


any person could go and mix his own medicines, powders, 
etc., than it is to allow anybody to install his own plumb- (Continued from Page 27) 
ing. One is no more dangerous than the other, he said. 

President Bywater, who presided at the meeting, spoke 
on the value of plumbing on the farm. Running water, 
although one of the greatest aids in lightening the work 
of the farmer’s wife, is one of the most frequently 
neglected facilities. He made a plea for the satin 
of modern sanitary systems on the farm, both for con- 
venience and as a means of eliminating disease. 

Mr. Bywater was congratulated on his reappointment 
as a national director. He is also serving his second term 
as president of the Utah State Association, a position in 
which he has worked hard and faithfully. 

A rising vote of thanks was extended to President Jones HOW THE ORGANIZATION WORKS 
and Secretary Mitchell of the chamber of commerce for HAVE indicated a little of the internal organization, 
their courtesy and co-operation, and to M. F. Jensen, I in the fact that each department has its own head who 
Cedar City master, who handled the arrangements prior has all the responsibility for the conduct of his depart- 
to the convention, in conjunction with Messrs. Mitchell ment. During the early part of the year they inaugurated 
and Jones. the plan of regular organization meetings so that the 

The next day the masters formed a caravan and traveled men might be kept in touch with the company’s plans and 
to Cedar Breaks, which is about twenty-five miles from Policies and feel that they aren’t working for a big, im- 


done is a pretty good evidence of success to readers of 
the paper in which it appeared. It helps to establish 
the firm as a live one. 

The whole advertisement was nicely calculated to show 
that the firm is capable of handling any kind of a job. 
That last paragraph, which draws the eye by its “SMALL 
REPAIRS” in capital letters, shows the modest home 
owner that he has at his command a really big organ- 
ization. The list of the big jobs done is bound to make 
him feel that here, if anywhere, he will get satisfaction. 


Cedar City, and one of the scenic attractions of southern Personal company. e 
Utah. They then journeyed to Bryces canyon, another sixty Collections are taken care of by the man who is in 
miles distance. After viewing the beauties of the canyon, Charge of the office work. Accounts not cleared up within 
dinner was enjoyed and later dancing. The following day thirty days receive a call from him. Every effort is made 
the masters and their ladies made their way back to their to make some satisfactory arrangement for payment. He 
respective towns. continues his calls until the account has been collected, 
The next convention will probably be held in November OF has been found to be absolutely uncollectable. When 
or December, the exact time and place to be determined he calls he explains that, as the statement has already 
by the board. The board, in addition to President By- informed the customer, a charge of 10 per cent per month 
water, is composed of Morgan Lott, Lehi; A. E. Buckley, in interest is made on all overdue accounts. Their losses 
of Provo; A. H. Higham, of Salt Lake, and E. O. Moe, have been few and light because one membership the 
of Provo. firm holds is in a national retailers’ credit association and 
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un 


they satisfy themselves as to the financial responsibility EERIE EEO LICR ee 


of all customers in advance. 

Other memberships held by the firm are in the state 
association, the Rotary Club, the Builders’ Institute and 
in the Chamber of Commerce. 

I made something of a point of the fact that Mr. Luppen 
and Mr. Hawley are university men. But it will be plain 
that their success, like that of the other men whose 
stories I have written, is based not on the training they 
had, but on their use of it. Any man may learn his les- 
sons in school and out. It’s the application he makes of 
what he’s learned—wherever he may have learned it— 
that decides whether he’s listed among the who’s who 
in the honor roll of successful men. 


Radiator Design 
(Continued from Page 29) 


of the number of columns. The end sections, by means 
of which this is accomplished, may be tapped on the back 
as well as on the sides, thus giving opportunity for attach- 
ing substantial and neatly finished wall supports and for 
inconspicuous pipe connections entering directly from the 
rear. The distance from the wall should be sufficient for 
inserting a straightway valve, such as that used on hot 
water work. This mode of construction would lend itself 
to casting solid panels, which are more expressive of the 
frontal radiating effect. Moreover, they seem more appro- 
priate for long aggregates than a large number of columns, 
which becomes monotonous. 

For air heating on the back side facing the wall, ex- 
tended surface is logical and least expensive. When de- 
signed as a vertical arrangement of well rounded grooves, 
it will be clean and very efficient. Thus the weight and 
water contents of radiation is brought down to a minimum, 
which always contributes to the responsiveness of the 
apparatus as a whole. Hot water systems should be mate- 
rially improved in this respect and there is really no 
reason why such plants may not give just as ready service 
as desired. 

It is believed that the exposed radiator can be made 
more attractive to the public. It can be made in better 
taste than the typical grillework, and should induce also 
a natural and self-evident manner of application, that 
will neither obtrude on the architecture of the room nor 
be cramped by it. 

This means, of course, that patterns ought not to be 
selected on the basis of the price per sq. ft., but rather 
for their fitness in every sense. A reasonable number of 
sizes allowing also a variation in depth or wall surface 
occupied, would greatly facilitate good disposition in the 
interest of the owner and seems moreover indicated in 
view of the modern building practice. When applied with 
consideration and good taste in coloring, that should, by 
the way, be neither conspicuous nor dissembling, direct 
radiation can be made that will result in better and saner 
heating. A distinct correlation exists between the ther- 
mal, hygienic and aesthetic qualities. It is impossible to 
neglect one without hurting the others. 

The true and efficient radiator is practically also the 
cleanest. A design strictly meeting these ends and suit- 
able for reproduction is bound to be clean-cut and will 
unconsciously please. Only through harmony in all essen- 
tial points are beauty and efficiency attainable. 





In correction of a news item recently published in these 
columns, the P. J. Flannery Co., of New Britain, Conn., 
advises us that J. M. Uhler is its selling agent in New 
York, handling a complete line with the exception of valves 
for which the R. T. Lawrence Co. is the representative in 
the Metropolitan district. 
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Power Pipe Thread- 
ing Machine 
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ion Threading 


PORTABLE 
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FEATURING: 
Quick Die Change 
Automatic Die Head 
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Perfected Oil Contro 


Send for Catalog. 
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CHICAGO PIPETHREAD MACHINE CO. 


Office and Factory: 1615 Racine St., RACINE, WIS. U.S. A. 


of Uniondom— 


The Ace—An all brass octagon shaped 


union. 
The King—A malleable iron union 
with a brass end. 


The Queen—A malleable iron union 
with inserted brass seat. 
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Boilers 








SELF-FEEDING 


The coal magazine of the Wilks Boiler will hold enough coal 
so that no further altention need be given to the boiler for 
from ten to twelve hours. They will give even heat and 
are exceptionally economical in their use of fuel. 


Write for details 


S. Wilks Mfg. Co., 3515 Shields Ave., Chicago, Ill. 


E. W. SEDGWICK, Pres. | H. M. SEDGWICK, Sezy. & Treas. 
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The Metal Market 


Average Average Average 
Sept.6 July, 1927 May, 1927 1926 
PIG IRON— . 

No. 2 foundry, Chicago, 

a are $19.50 $20.00 $20.00 $21.65 
PLATES AND SHEETS— 
Steel boiler plates, Pitts- 

i ee See 1.80¢ 1.80¢c 1.85¢ 1.89¢ 
Biue annealed _ sheets, 
No. 10, Pittsburgh, per 


BE. seckataowdshekac dd 2.25¢c 2.25c 2.25¢ 2.40¢ 
Black sheets, No. 24, 
Pittsburgh, per lb.... 3.00c 3.00c 2.90c 3.17¢ 
ol fr 631%4e 
COPPER— 
Prime Lake, f. o. b. re- 
BN kvewea san ¥ vests 13 %c 
Electro, delivered ..... 13%4c 
LEAD— 
ee Pes 6.35¢c 


The Old Metal Market 
Dealers’ Buying Prices 


Per lb. Per Ib. 
Aluminum clippings....19 c¢ COMPOr, TIRE sccccees. 9%e 
I AOE cd nns es Keele ome 60 ec Copper, uncrucibled 
ee ne are 6 c a 10%e 
Pe, OER wass.0e <p Tuc Faucets and valves.... 8%ec 
a ere ee ee 9%ec ke, rere rrr 5ie 
Copper, crucible ...... 1l ec Boider. joimts .<........ 10%e 


NOTE: Prices are those quoted on Tuesday of this week. 


The Stock Market 


Quotations furnished by Frazier, Jelke & Co., Chicago 





Par 1927 


Quotations of Septem}er 6, 1927 * Bid Asked last 





25 137%4 110% American Radiator Co., com....... A 133% 134 13334 
100 13714 13114 American Radiator Co., pfd...... ; ..A 134% 135 13444 
50 4814 4114 Anaconda Copper Mining Co................A 46% 4744 46% 


NP 387% 26  Brunswick-Balke-Collender Co...... A 3214 38 3254 

| NP 4 42 A. M. Byers Co., com. A&F 75% 7% 7514 

100 115 10534 A. M. Byers Co., pfd. A&F 110% 111 11034 
100 120 115'4 Century Electric Co., com. G 115 116 
100 «106 101 Century Electric Co., pfd. G 100 103 101 

50 94816 9 Chicago Nipple Mfg. Co., “A”. . B 914 «10 915 
50 3814 416 Chicaco Nipple Mfg. Co.,“B”..............B. 5 6 5 
25 52 47 Crane Company, com.................. C 47% 49 48 
100 121 116% Crane Company, pfd............-.2+00+ C 11744 11944 119 
100 95 414 Detroit Brass & Malleable Works D 85 % 9 

20 «(30 2614 Eazle-Picher Lead Co. I 264% 264 26% 

NP 4314 3714 Fairbanks, Morse & Co., com. A 383% 39 2874 
100 +118 106 Fairbanks, Morse & Co., pfd. A 108 112 108 

| NP 120 60 Johns-W anville Corp...... ‘sen ...-B 118% 119 11844 

|} 100 161 100 Jones & Laughlin, com. F 155 15514 

100 12034 117 Jones & Laughlin, pfd. ..F 12034 12114 120% 

10 21 16 Michigan Copper & Brass Co................D 20g 2144 20% 
100 11634 = 95 National Lead Co., com...............5+ A 116 117 116 

| 100 135 12914 National I ead Co., pfd. A 10034 11014 109% 
100 106 102 Ohio Brags Co., pfd H 104 1065 105 
NP 10! 8014 Ohio Brass Co., “B” H 80 81 80) 
25 Pierce, B. & P. Mfg. Corp., com. 4 l 24 27 24 
100 101 98 Pierce, B. & P. Mfg. Corp., pfd. ‘ nse 101 97 

NP 3574 21% Pichrrond Ra‘iator Co., cor. B 3144 32!, 31'¢ 





te, Pisuted Pp - a )} NP 56 4114 Richmond Radiator Co., pfd........ B 4 44 48 
atente atente } 100 65 53 Scovill Mfg. Co. tee oekreh U 56 58 56 

Jan. 2, 1912 Sept. 19, 1916 on che sage ef F 9K 93 92 

» | June 17, 1913 Dec. 17,1918 25 96 78 Standard San. Mfg. Co., com. = © 

ee, 100 11814 110 Standard San. Mfg. Co., pfd. Foe 119 ~=116 
Re 100 : Trenton Potteries Co., com. U 4 55 45 
100 Trenton Potterics Co., pfd. U 95 105 ss) 

| 100 24414 202 U.S. Cast Tron P. & F. Co., com.. . — - | 197 195 

. |} 100 118 11144 U.S. Cast Iron P. & F. Co., pfd. A 115 116 115 
a ege WNP 42 © «=638_~—sCU.S. Radiator Corp., com................... D 40 42 40 
eCmTls!1 tive cee | 100 112 958% _ U.S. Radiator Corp., pfd. Sicilia shake D100—C 100 
= 100 6514 3714 U.S. Rubber Co., com... esceccccesA 483% 4914 48% 

. | p , 1 95 

The Deegan HW Damper Regulator is extremely a 100 1113, 8534 U.S, Rubber Co., pfd..............00eeee eed A 95 96 ” 

sensitive. _It will keep constant watch over the 100 146%{ 111% U.S. Steel Corp.,com....................4- A 14614 146% 1464 

heating system and its operation will result in a ae sede % 136% 135! 

ae price it has the added educate cery, moderate fii) 32 12056 10 U. 8. Steed Comp. id Leeesh 138% 13614 135% 
ae tedious adjustments when ~¥ inte ne er NP 27 174 Walworth Company scesecech 2 20% = 
ne | NP 17 7  Williarrs Ojl-O-Matic Htg. Corp............. Cc 8% 9 81g 

ee Write for further particulars. ~ | NP 7 2% Wolff Mfg. Corp... jkutiewtesmetewed Cc 2% 3% 3 
HE EE MF | NP 9114 6014 Youngstown Sheet & Tuke Co...............4 A 874% 87% 87M 

ee T E. J. D GAN G. Co. Sean oungstown Shee uke Co 7% 4 


F—Pittsburgh Stock Exchange 
G—St. Louis Stock Exchange 
H—Cleveland Stock Exchange 

I—Cincinnati Stock Exchange 
U—Unlisted Stocks 


A--New York Stock Exchange 
B—New York Curb Exchange 
C—Chicago Stock Exchange 
D—Detroit Stock Exchange 
E—Boston Stock Exchange 
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THIS WEEK 





AMONG MANUFACTURERS, WHOLESALERS AND THEIR SALESMEN 








EASTERN SUPPLY ASSOCIATION WILL MEET OCTO- 
BER 12 AND 13 
The fall meeting of the Eastern Supply Association will 
be held on October 12 and 13 at the Hotel Astor, New 
York City, it is announced by officers of the organization. 
A meeting of the directors will be held on the day pre- 
ceding, as is the custom. 





DATES FIXED FOR ANNUAL MEETING OF C. S. A. 
The annual meeting of the Central Supply Association 
will be held at Palmer House in Chicago on Wednesday 


and Thursday, October 26 and 27, according to official 
notice just issued by Secretary W. E. McCollum, Chicago. 





BUYS CONTROLLING INTEREST IN THE OSWEGO 
TOOL CO. 

Wm. J. Henry, of Auburn, N. Y., has purchased the 
controlling interest in the Oswego Tool Company at 
Oswego, N. Y. Mr. Henry also owns the Henry Forge & 
Tool Company of Auburn, N. Y., and is president of the 
Crouse & Pope Foundry Corporation in that city. The 
new officers of the Oswego Tool Company are: Wm. J. 
Henry, president and treasurer; Wm. M. Henry, vice presi- 
dent; George H. Cleaver, secretary, and P. A. Henry, 
assistant secretary. E. W. Fulton, who has been acting 
as works manager for several.years, has been appointed 
sales manager. The company has been in business nearly 
forty years. ; 





OPENS NEW WAREHOUSE 
The National Radiator Corp. entertained members of 
the Heating and Piping Contractors Cleveland Association, 
as well as a number of other visitors, at the opening of 
the warehouse of the local branch, Tuesday, August 30. 
The warehouse is located at 935 East Sixty-third street in 
Cleveland, Ohio. 





WILL OPEN SUB-BRANCH IN MONTGOMERY, ALA. 

The Standard Sanitary Manufacturing Company of 
Pittsburgh, Pa., will soon open a sub-branch at Mont- 
gomery, Ala., according to announcement just issued by 
George A. McCrary, manager of the company’s branch at 
Birmingham, Ala. W. S. Webber of Montgomery will 
handle the city business, and A. F. O’Brien, formerly with 
the Alabama Machinery & Supply Co., will cover the sur- 
rounding territory and make his headquarters at the 
Montgomery branch. 





IMPORTANT MEETING OF INDUSTRY TO BE HELD IN 
ST. LOUIS, SEPTEMBER 13 

The Regional Meeting Committee of the Plumbing and 
Heating Industries in St. Louis, Mo., has announced that a 
meeting of wholesalers, manufacturers, salesmen, master 
plumbers and heating contractors will be held at the Coro- 
nado Hotel in that city on September 13, for the purpose 
of discussing matters of special importance. Master plumb- 
ers and heating contractors operating in the near-by 
cities and towns have been especially invited to attend the 
luncheon and afternoon session. The morning session will 


77 


be of particular interest to manufacturers, wholesalers 
and their salesmen. The committee on arrangements is 
composed of Thomas Gale, Jere Sheehan, F. N. McGrath, 
A. B. Pierce, W. L. Clucas, chairman, and L. J. Dubuque, 
Jr., secretary. 











THE CREST MFG. CO. ORGANIZED 

The Crest Mfg. Co., with offices and warehouse at 313- 
315 West Thirty-fifth street, New York City, has been or- 
ganized to manufacture plumbing and heating specialties. 
The incorporators are B. E. Goerler, president, who was 
formerly secretary and treasurer of J. A. Sexauer Mfg. Co.; 
R. N. Whittley, first vice president, formerly first vice 
president of the same concern, and A. Le Tarte, secretary 
and treasurer, who was also formerly an official in the 
Sexauer organization in the capacity of second vice presi- 
dent and purchasing agent. 

NOW IN NEW AND LARGER QUARTERS 

Barnes & Jones have moved their main office and plant 
from 5 Melrose street, Boston, into a modern factory 
building, nearly five times as large as their old head- 
quarters, the new address being 128 Brookside avenue, 


Jamaica Plain, Boston. 
THE EASTERN FOUNDRY CO. TAKES OVER 
PEERLESS HEATER Co. 

The Eastern Foundry Company of Boyertown, Pa., has 
just announced that the charter of the Peerless Heater 
Company of Pittsburgh, Pa., has been cancelled and the 
entire business of the old company has been taken over 
by The Peerless Heater Company of Boyertown, Pa. The 





» . ee  g 
NORTHWEST PLUMBING SUPPLY CO 
Bt a ian til 














New business home of the Northwest Plumbing Supply Co., at 
509 Boren Avenue, Seattle, Wash. 


Pittsburgh offices have been closed and all business is now 
being transacted from the offices of the Eastern Foundry 
Company at Boyertown, Pa., which concern has for more 
than three years manufactured the products of the Peer- 
less Heafer Company. The officers of the new Peerless 
Heater Company are: Edwin M. Rhoads, president; Thom- 
son King, vice president; H. E. Gambrill, treasurer, and 


B. W. Frederick, secretary. Mr. Rhoads is also president 
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Top picture: F. Bluhm of the American Radiator Co.; Merrill 
Carr of the Johns-Manville Corp.: Joseph Hogan of the U. 8S. 
Radiator Corp—NMiddle picture: President Fred Engelberger 
of Newark; G. W. Sahlin of the C. F. Church Mfg. Co.; P. D. 
Rech of the Hoffman Specialty Co—Bottom picture, back row: 
KE. M. Robinson of H. Romeyn Smith, Ine.; Joseph Miners of 
Newark Herman Baumgartner of Newark; front 
James Byrne of J. BR. Wise, Inc., and G. M. Rose. Photos taken 
at the recent Greenbrook meet of the Plumbing and Heating 





and row: 


Trades Golf Association of New Jersey 


of the Eastern Foundry Company. Mr. Gambrill has been 
secretary-treasurer of Peerless Heater Company of Pitts- 
Mr. 
the 


Frederick is also 


Foundry 


the last sixteen 


president 


burgh for years. 


vice and treasurer of Eastern 


Company. 


IN NEW LOCATION 
The Cleghorn Co., whose offices formerly were located 
at 54 Batterymarch street, Boston, has moved its offices 
and warehouse to the corner of Broad and Franklin streets 


in that city. 
BLOWER CO. MOVES INTO NEW 
PLANT 


Autovent Fan & Blower Co., Chicago, has just moved 


AUTOVENT FAN & 


its general offices and factory from 730-738 West Monroe 


street into its new plant at 1805-1827 North Kostner 
avenue. 
SURPRISE PARTY FOR PRESIDENT W. E. SLOAN 


On a certain August, various members of 
the Sloan Valve Co., Chicago, personnel staged a regular 
old-fashioned surprise party for W. E. Sloan, their presi- 
dent, in honor of his birthday. Mr. 
any 
crowd, 


Saturday in 


Sloan had no idea that 
were made until tie whole 
thirty strong, had gathered in his 
home to wish him many happy returns of the day. That 
the party turned out to be a complete surprise was due 


such preparations being 


twenty-five or 
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to the efforts of Mrs. Sloan and R. M. Nelson, vice presi- 
dent and general manager of the Sloan organization. 

When all had tendered Mr. Sloan their congratulations, 
the entire party had the pleasure of viewing the grounds 
and interior of his beautiful new home in River. Forest, 
Ill. Then the crowd tried their hand at auction bridge. 
After the scores were added and the winners presented 
with their prizes, Mrs. Sloan served a delightful midnight 
supper. As a token of their esteem and friendship for 
Mr. Sloan, he was presented with a fine wrist watch by 
the members of the party. 





BUILDS ADDITION 
The Keystone Brass Works, Erie, Pa., is building a 
foundry addition to its plant to take care of increased pro- 
duction. John A. Zurn is president of the company and 
M. Rowley is treasurer and general manager. 
TO GOLF AT WANNAMOISETT 
The New England Metal Products Golf Association is 
to hold its September meet at the Wannamoisett Country 
Club, Providence, R. I., it is announced by the tournament 
committee. The date set is Wednesday, the twenty-first. 











NEW JERSEY SALESMEN CANCEL OUTING 
Due to the inclement weather on Saturday, August 27, 
the outing of the New Jersey Chapter No. 1 National Asso- 
ciation of Plumbing and Heating Salesmen, was cancelled. 
This is the second inclement day the salesmen struck, an 
earlier date also having been rainy. 





LEADER IRON WORKS EMPLOYES HOLD OUTING 

The Leader Iron Works, Decatur, Ill., held an all-day 
picnic on a recent Saturday. at Fairview Park, near that 
city. The outing was attended by nearly 500 persons, in- 
cluding 200 employes of the concern and its families, all 
of whom spent a most enjoyable day. Two baseball games 
were played during the day, one in the morning and an- 
other in the afternoon. The program also included a long 
list of athletic contests, with appropriate prizes being 
awarded the winners. E. C. McDonald, the concern’s ad- 
vertising manager, had charge of the day’s program and so 
arranged the events that each person had the opportunity 
to prove his skill in at least one of the contests. 


PHILADELPHIA H. & V. GOLFERS MEET AT 
SPRINGHAVEN 

his first 

monthly meet 


R. C. 
Trophy 


Carr 
and 


Clarkson won on the H. J. 
Cup at the of the Heating 
Ventilating Golf Association of Philadelphia, held at 
the Springhaven Country Club, near Swarthmore, Pa., on 
Wed., August 17. Wm. G. Robelen was host of the day 
and a good crowd turned out. 

Mr. Clarkson, playing in 
with a handicap of 25, 
in addition to the cup 


leg 


Class B, shot a good 96 
giving him a net 71 to win 4 balls 
in the morning round. John S. 
Hemphill won 1st honors in Class A with a net 76 and 
received four balls. Secretary R. C. Bolsinger made the 
round in 77 to win 2nd prize of three balls. 

Robt. G. Savill, with a 78, took 3rd honors and two 
balls. Two balls also went to Captain Wm. P. Culbert 
for 4th prize. Warren Webster, Jr., took 5th prize and 
one ball. 

Second prize in Class B went to Wm. Hughes, who re- 


ceived three balls. C. F. Thompson took third prize and 
two balls. 
The afternoon card called for the best ball partners 
Robelen and Nusbaum shot a good 69 net to win 1st 
prize and four balls each. Second prize and three balls 
went to Black and Pennypacker. Walther and Miller, and 
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presi- McClintock and Hurley each received two balls for win- 
. ning 3rd and 4th prizes, respectively. Cooper and Kappel 
ct ER sae aes PIPE FITTINGS 
unds The scorekeeper’s record follows: 
rest, Out In Gross Hdep. Net AND... 
‘idge, m ©. CIMPRGOR. 26 ccccdess 50 46 96 25 7 | Trade Mark Trade Mark 
onted wm. FP. Crlpert. .cccccccs 42 43 85 6 Ty 
im T. W.. COOMOP 0.0. ccc csceses 43 43 86 4 82 
night ol hae i ea aire G ATE VAL' ES 
) for SE WATOED faheiadoveeasee OO , 48 93 12 81 
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Lity : Get your share of this business 
The countless homes going up beyond the city 
limits are demanding a better water heater, one 
| | that operates cleanly and dependably without care 
| or attention. 
Wessels Electric Water Heaters do all this and 
. | operate dependably for years. 
ed Do not be afraid of the electrical end. It is a 
and simple matter for any electrician to hook it up 
from the diagram which is supplied. 
at It is yours to sell and make.a profit. 
we Write for further details. 
lay Your jobber can supply you. 
| D. D. WESSELS & SONS CO., Detroit, Michigan 
96 | 
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Q- Top picture: F. C. Staples of the Johnson Oil Burner Co.; W. 
d E. Foskett and A. P., Campbell, both of the Kewanee Boiler | 
Co—Bottom picture: J, C. Matchett of the Illinois Engineer- 
ing Co.; A. Kroeger of the Western Pipe & Supply Co.; L. J. 
Pitcher of the Illinois Engineering Co.; L. J. Wevang of the 
st Mid-City Neating Co. Photos taken at the August meet of 
ls the Western Trade Golf Association held at Westward Ho 


Golf Club 
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SOMETHING to CARRY in 
YOUR POCKET 


We shall be glad to send 
you a pocket piece fin- 
ished in the new, non-tar- 
nishing finish—Speakman 
Chromium Plate. 

SPEAKMAN CO., Wilmington, Delaware 
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LOW PRESSURE 4,50 Ibs. 


ERO FIN cise 
; Tube-Plate Construction 


Whatever you ’ve wished for in 
a Fan System Heating Surface 


you'll find in Aerofin! 


Non-Corrosive—Compact—Lightweight 
Encased Units, installed quickly and cheaply 


Bulletins upon request to Aerofin Corporation, 750 Frelinghuysen Ave., Newark, N. J. 





September 10, 1927 


A SUCCESSFUL FISHING PARTY 
| Bass, pickerel and pike were caught in large quantities 
| by a fishing party which consisted, as shown in the picture, 
of the following gentlemen: In top row, Charles H. Rogers 


of Scioto Valley Supply Co., Columbus, Ohio.; Chas, 0, 
Lippy of Thomas Maddock’s Sons Co.’s Chicago office; F. 

















25 to 350 lbs, HIGH PRESSURE 


gauge steam 
Continuous Seamless Tubes 














American ANTI-SYPHON 
TRAP 


HEADQUARTERS 


Full Cast Body 
Ground Joint on Outlet 


The Best 


WE MAKE AN EX- 
TENSIVE LINE 


American Sanitary Mfg. Co. 
ABINGDON, ILL. 
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Water Works Brass Goods 


United-Oberndorf Corporation 
Cleveland, Ohio 








W. Terwilliger of the American Plumbers’ Supply Co., To- 
ledo, Ohio; in the front row: Arthur J. Kehoe and W. T. 
Jameson, both of the Ohio Brass Co., Mansfield, Ohio; 
Harry J. Harte, of Speakman Co., Pittsburgh, Pa. The 
fishing took place recently at the extreme northern shores 
of Georgian Bay in Canada. That the party enjoyed good 
fishing is indicated by the photograph, which was taken 
on the steps of the cottage where the party stopped. 


Personal Mention 


R. H. Griffith, vice-president of the Peerless Pacific Co., 
Portland, Ore., has returned from a month’s vacation at 
Santa Monica, Calif. 

John Hartman, sales manager of R. Lavin & Sons, 
Chicago, is on a trip through the Great Northwest. At 
present he is in Livingston, Mont., where he was the third 
in 1885. He expects to return about October 1. 
Mrs. Hartman is accompanying him on the trip. 


settler 


E. F. Killeen, who has been in the sales department of 
the Duluth Plumbing Supplies Co., Duluth, Minn., for the 
past fourteen years, has severed his connection with that 
company, and now represents the Hart & Crouse Co. in 
that city. 

D. E. Lindsay, sales representative in Chicago territory 
for the Hoffman Heater Co. of Louisville, Ky., since 1925, 


has been appointed district sales manager for the Mid- 
western territory with headquarters in this company’s 


Chicago office, and will be in charge of all its sales activity 
in this territory. 

Claude A. Bulkeley, for the past ten years supervisory 
engineer of the mechanical experiment division of FE. L. 
duPont de Nemours & Co., Wilmington, Del., has been ap- 
pointed chief engineer of the Niagara Blower Co., Buffalo, 
N. Y. Mr. Bulkeley was engaged in consulting practice 
in New York City from 1910 to 1917, and was, previous 
to that, chief engineer of the board of education in St. 
Louis, Mo. In the course of his work with KE. I. duPont 
de Nemours & Co. he supervised the design and installa- 
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Detroit sales office of the 
Sloan Valve Co., Chicago. Mr. 
Tuck is well-known in the 
“Automobile City,’’ where he 
was formerly associated with 
the Standard Sanitary Mfg. 
Co. Prior to devoting his ef- 
forts entirely to selling to the 
trade, Mr. Tuck conducted his 
own plumbing business. 

J. M. Lyons, national dis- 
tributor of Tuttle’s Tite-On 
Cement Co., has left his office 
at 48 East Forty-first street, 
New York City, for a few 
weeks’ trip through New York 
State and southeastern Canada. The trip is partly on 
business and partly for recreation. 

Merle E, Mott, secretary of the Abram Cox Co., Phila- 
delphia, recently visited the Baltimore branch of his com- 
pany, 3 West Read street. Vernon E. Sumwalt is the com- 
pany’s Baltimore manager. 





H. D. Tuck 
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tion of all ventilating and air-conditioning equipment for The new ‘*Rainbow is now fitted with 

ntities the parent and subsidiary companies. bs 99 

icture, Harry LaCroix, of the W. A. Buerkle Sales Co., Brook- 

Rogers lyn, N. Y., has just returned from his vacation. While gone 

as. O he made an automobile tour through New England and 

ce: r eastern Canada, spending some time in a camp in Maine. 

H. D. Tuck has joined the NO WEAR ON BODY 






BASIN FAUCETS 


PATENTED, OCT. 20, 1925 PATENTED DEC, 21, 1926 
PATENTED IN CANADA APRIL 12, 1927. 
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: D-477 ‘‘NEW MODEL” 

A decided improvement that makes them practically everlasting. 

The Basin faucets have bronze removable seats. hard vulcanized Rubber 
Seat Washers, non-rising, stem-direct pressure. “Principle” of stem, against 
seats, no grinding or twisting and very smooth working. The body of the 
faucet is not threaded to engage the stem and (outside of the Bronze Re- 
movable Seat) the body of these faucets are absolutely everlasting. 

Removable seats will be appreciated by users and in the ‘*‘NOWOB”’ 


construction not only the seat but all wearing parts are renewable. 





, To- Rainbow fixtures have always been in demand—-the ** NOWOB”’ con- 
Nv. T. “i struction makes them better than ever. 
Dhio; Ob “tty ar LIST PRICE $18.00 each Write your jobber for prices 
The i STREET & KENT MFG. CO. 
Llores ; 1954-64 Clybourn Avenue : CHICAGO, ILL, 
George A. Tyler 
good , Manufacturers in Chicago since 1888 
in George A. Tyler, for more than fifty years connected 
a x with the sales department of the International Heater Co., 
Utica, N. Y., and its predecessors, died of heart disease at 
his home in that city, August 25. Mr. Tyler became iden- 
tified with the heater industry in 1872 when he entered 
the firm of Russell Wheeler & Son, continuing with the 
a Wheeler firm until it merged with the International com- 
P pany in 1898, and he remained with this concern until his 
ilies death. He was born in Westmoreland, a suburb of Utica, 
in 1850, and was educated in both cities. In 1922 he was 
ons, tendered a testimonial dinner in honor of his fifty years 
At of service with the company, and was presented with a 
hird diamond service pin by F. E. Wheeler, president of the ais Valens tenia 
s adiato alves bDeé 
r i. company. For the past twenty-six years he was a member mate d hi ai a 
; é are Ccas\ 
of the board of directors of the Commercial Travelers’ - oe f Zs 
t of Mutual Accident Association of America, and was well staan “ “abhor 
the known in the heating trade throughout the country. Mr. Se we m3 : d 
that Tyler was married to Ella Marjorie Curtiss, of Ballston, ais pee Se 
in N. Y. She died on August 24, 1907. He is survived by a nut cracking and 
niece, Miss Mary E. Scranton, Utica; a nephew, Adelbert breaking. 
ory A. Tyler, Westmoreland, and two nephews in the West. 
25, John J. Milne 
lid- John J. Milne, of the James Robertson Co., Ltd., of 
ny’s Montreal, Que., died at his home in that city, August 24. 
yity He had been associated with the Robertson company for L 
over 40 years. He is survived by his wife, four daughters il 
ory and two sons. fA Your 
= * Joseph Schneider eer | Jobber 
ap- Joseph Schneider, Cincinnati, Ohio, for ten years chief Can 
alo, inspector of plumbing in the building department of Cin- ss 
Lice cinnati, Ohio, died August 30 at the Jewish Hospital in Supply 
us that city. Mr, Schneider had been suffering from a stom- You 
St ach ailment and had been in the hospital since August 10. 
4 . P | 
vat Before his appointment to the city post, Mr. Schneider was | 
la- engaged in the plumbing business. He was a member of | (COMMONWEALTH BRASS CORPORATION - DETROIT 


the American Society of Sanitary Engineering. His wife, 


4 son and a daughter survive him. 
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The average flow of water over 
the U. S. and Canadian Fails 
of Ntagara is estimated at 
292 400 cubic feet per second, 
a potential horse power of 
approximately 4,900,000. 





Horizonte? Pump and Receiver, Type css. | 





‘*“Economy’”’ Efficiency Made Effective 
By Correct Application 


Economy Pumps have unusually high efficiencies 
due to constant improvements of tested designs 
by engineers experienced in pumping problems. 

This, however, would effect no great saving if 
they were called upon for more, or less, capacity 


than the job required. 


Additional economies frequently are possible, both 
in maintenance and power, if the pump user will 
take advantage of Economy engineering coopera- 
tion. For these are durable and dependable 
pumps, simple design and made by skilled 
workmen of high grade materials. And every 
possible. ounce of energy will do useful work if 
they are correctly applied. 


We urge acceptance of this free engineering coop- 
eration with every Economy Pump. 
buy one that will 


Let 
more 


You buy a pump seldom 
save money every year of its long life. 
us have vour problem. Write for 
information. 


Economy Type CSS Pump and Receiver 

A medium pressure unit for the average heating plant with 10 to 30 
ibs. pressure, of the sturdy type that bas made our larger units 
notable in the history of pump development for low pressure uses 
They improve circulation in sluggish greenhouse heating systems, 
draining heaters, radiators, coils, etc., that are below the boiler 
level Properly installed, these pumps and receivers need no 
further attention 


Outstanding Features 


1. For longer life, all pumps are equipped with bronze impellers: 
outboard steady bearings and ball thrust bearings.. 

2. Electric motors rigidly bolted to cast-iron base. 

3. Tanks supported in cast-iron saddles 

4. Capacity ratings so liberal that every pump may be used to its 
full rating, and can often handle jobs above its rating. 

5. Float control mechanism and switch removable as a unit. 

6. In spite of liberal capacities and superior mechanical construc- 
tion, the price of these pumps and receivers is not high. 


Ask for Bulletin No. 404 describing this type 
of pump in detail. Write us. 


Economy Pumping Machinery Company 
3431 West 48th Place, Chicago 
Representatives in Principal Cities—Telephone and address under 
Economy Pumping Machinery Co. 
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New Equipment 


Gauge Indicates Amount of Oil in Fuel Tank 

One of the common causes of service calls for oil burner 
installations is that the home owner allows his supply of 
oil to become exhausted. He decides that the last supply 
of oil will provide heat for about three weeks, but does 
not realize that if some cold weather comes along, or some 
other unusual conditions arise, such as the heating of ad- 
ditional rooms for the accommodation of guests, that the 
oil will not last that long. The object of the fuel oil tank 
gauge is to eliminate all such inconveniences. 
































The reading gauge for oil tanks, illustrated here, con- 
sists of a trap which is installed in the tank, an indicator 


| which may be placed anywhere and a means of connecting 


| the level of the oil in the tank. 


The trap is inserted in the tank through 
It can 


these two units. 
a standard two-inch opening and screwed in place. 
be installed when tank is empty or containing oil. 

Oil enters through the screened openings and rises to 
When the weighted piston 
is forced down by the weight, it covers the intake openings 
and thus traps the column of oil level with the contents of 
the tank, 

Shortening the trap by letting the piston descend as 
far as it can, causes the trapped oil to rise in the tubular 
piston rod. This forces air out through the opening until 
the rising column of oil closes the valve. The trap will 
then be completely filled by the trapped oil, which, being 
incompressible, prevents the piston from further shorten- 
ing the trap. 

The leather packing rings seal the gauge, preventing the 
escape of oil or vapor, eliminating seepage of water into 
tank and permitting the pressure test on tank with gauge 
in place. 

The distance which the piston can travel in filling the 
trap bears a known relation to the contents of the tank. 
All that is needed, therefore, is to transmit the motion of 
the piston to an indicator. Attached to the upper end of 
the piston rod is a strong, flexible, rust-proof cable con- 
sisting of seven strands of phosphor bronze wire. The 
other end of the cable is attached to the indicator. 
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September 7, 1907 
Crane Company has purchased the property at the 
corner of Second West and Second South streets, Salt 
Lake City, Utah, on which it will erect a large building 
with up-to-date equipment for its supply business, its 
present building having become inadequate for its in- 
creased business. 





1907 
The Master Plumbers’ Association of the State of Washington 
held its annual convention in Bellingham, on August 23 and 24. 
Much discussion was given to the subject of national plumbing 
legislation. The association went on record as favoring a uniform 
sanitary system of plumbing. James Smyth, of Spokane, was 
elected president; and A, J. Blythe, of Bellingham, secretary. 
1907 
The Master Plumbers of Los Angeles, Calif., recently 
held their annual picnic at the Columbia Gardens. The 
members of the association, with their wives and friends, 
brought the number of the picnickers up to nearly 300, 
which went down to the scene of the festivities on a 
special train. Games and dancing were the principal forms 
of amusement, 





1907 
The Capoco baseball team of the Camden Pottery Com- 
pany, Camden, N. J., has challenged the baseball team of 
the Master Plumbers’ Association of Philadelphia to cross 
bats, and a game will be arranged between these two 
teams at an early date. 





1907 
Alfred Borden and William A. Neracher, Warren, Ohio, 
have received patent on a thread-cutting tool. The patent 


has been assigned to the Borden Company. 


New Trade {Literature 


Tube Couplings 

The Parker Appliance Co., of Cleveland, Ohio, is dis- 
tributing a booklet describing its tube couplings for cop- 
per tube water and gas services. A section of the booklet 
is devoted to service stop valves. 

Oswego Tool Co.’s Catalog 

Catalog No. 28 has just been issued by The Oswego 
Tool Co., of Oswego, N. Y. Pipe wrenches, tube expand- 
ers, pipe cutters, machinists’ vises, combination vises, 
steamfitters’ vises, etc., are among the articles listed and 
illustrated. The catalog consists of forty-three pages, 6 
by 9 inches, 





ixtension Bureau’s Booklet on Better 
Display Rooms 
The National Trade Extension Bureau, of Evansville, 
Ind., has recently published an attractive, ten-page book- 
let showing a number of well-arranged stores, fixture 
displays, offices and shops. The Bureau has given much 
attention to the subject of better business locations, win- 
dow and store displays, as well as efficient arrangement 
of shop and office, and the booklet shows the results of 
this study. 
Yearbook of American Engineering Standards Committee 
The yearbook for 1927 of the American Engineering 


National Trade 

















Standards Committee has recently come off the press and | 
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f Jennings Pumps 


ENNINGS Condensation Pump and 

Tank Outfits are supplied in sizes up 
to 16,000 sq. ft. equivalent direct radi- 
ation, for returning to the boiler under 
pressure condensation from basement 
radiators, set below boiler water line 
level. Write for Bulletin No. 63. 
Nash Engineering Co.,41 WilsonRd., So. Norwalk, Conn. Fes 3 


Motor-driven Jen- Jennings Sewage 
nings Vacuum Ejectors for raising 
Pumps for return 


from low 
line steam heating ae i. ole 
systems are supplied levels come in sizes 


Motor-driven 
Jennings 
Condensation Pump 






in standard capaci- up to and including 
ties up to 300,000 sq. 300 g. p. m. ca- 
ft. equivalent direct pacity against heads 
radiation. up to 50 ft. 
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Spencer 


steam .vapor or hot water 


Heater 


burns No.1 Buckwheat coal 
“A Size and Type for Every Heating Requirement” 





SPENCER HEATER CO., General Offices: Williamsport, Pa. 


New York City Philadelphia Hartford 
Buffalo Scranton Albany 


Baltimore 
Syracuse 


Boston 
Rochester 















Malleable 
Iron 
Fittings 


All standard ty, and sizes 
quickly delivered in any quantity 


Send for catalog 
The Kennedy Valve Mfg. Co. 
ELMIRA, N. Y. 





Branches in principal cities 











Domestic ENGINEERING’s Advertising 
Editorial Service makes advertising easy 
for you—all you do is clip the copy from 
your copy of the paper and hand it, with 
the cut we send you, to your newspaper. 
Only $4.20 for 12 illustration cuts. Clip 
this, attach your check for $4.20 and 
mail today. 
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1900 PRAIRIE AVENUE, CHICAGO, ILLINOIS 
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ECONOMY 


Connected Waste and 
Overflow with Trap 


Some Special Features: 


Deep water seal. 

Roughs in line. 

Will line up straight on any tub. 

No. 20 B & S gauge tubing. 

All cast brass trimmings, 
nickel plated. 


This fixture is reasonable in 
price and you cannot secure 
a better one no matter how 
much more you pay for it 














Manufactured by 


DEARBORN BRASS CO. 
CEDAR RAPIDS 2 IOWA 
Sold to the jobber only 
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is now being distributed. The book treats of the various 
standardization projects which the committee has had 
under consideration during the past year, gives co-op- 
erating bodies, and in many cases the results, besides 
giving information about the securing of complete data 
on these projects. The subjects taken up include 36 in 
the civil engineering and building trades, 19 of which 
were approved. Among the requests for standardization 
which have reached the committee is one for the stand- 
ardization of plumbing equipment, the book states, and 
there has also been a call for the standardization of face 
to face dimensions of flanged valves. 





CONVENTION DATES 

September 19-23, 1927.—The fall meeting of the American 
Welding Society, at Detroit, Mich., with headquarters at the 
Book Cadillac Hotel. A special section of the convention hall 
of 10,000 sq. ft. has been set aside for the Welding and Cut- 
ting Exposition, which is to be held in connection with the 
meeting. 

September 26, 1927.—First meeting of the new board of 
directors of the National Association of Master Plumbers, at 
Memphis, Tenn. 

September 28, 1927.—A meeting of the Advisory Committee 
on Vitreous China Plumbing Fixtures in Room 704, Commerce 
Building, Washington, D. C., at 9:30 a.m. 

September 29, 1927.—Quarterly conference of Presidents and 
Secretaries of Master Plumbers Clubs of the Southern District 
of California, in Master Plumbers Hall, Los Angeles, Calif. 

October 10-14, 1927.—The ninth annual convention of the 
American Gas Association at the Stevens Hotel, Chicago. 

October 12 and 13, 1927.—The fall meeting of the Eastern 
Suppiy Association, at Hotel Astor, New York City. 

October 20, 21 and 22, 1927.—Conference of the Welding 
Industry, at the University of Minnesota, Minneapolis, Minn 

October 26 and 27, 1927.—-The annual meeting of the Central 
Supply Association, at Palmer House, Chicago. 

February 14 to 18, 1928.—The Midwestern Engineering and 
Power Exposition, at Coliseum, Chicago. 

April 3, 4 and 5, 1928.—The annual convention of the Amer- 
ican Oil Burner Association at Stevens Hotel, Chicago. 


COMING TRADE EVENTS 

September 16, 1927.—The annual outing of the Master 
Plumbers’ Association of Jersey City, N. J., to be held at 
Blasberg’s Farm, Hawthorne, N. J. 

September 13, 1927.—The monthly meet of the Plumbing and 
Heating Trades Golf Association of New Jersey at the Tren- 
ton Country Club, Trenton, N. J. 

September 13, 1927.—-The annual outing of the Manhattan 
Branch, Master Plumbers Association of the City of New York, 
at Travers Island. 

September 14, 1927.—The monthly tournament of the Phila- 
delphia Heating and Ventilating Golf Association, at the 
Manufacturers’ Country Club. 

September 14, 1927.—The annual outing of the Bronx Branch 
of the Master Plumbers’ Association of New York City, at 
Karatsonyi’s Hotel, Glenwood Landing, Long Island. 

September 14, 1927.—The annual clambake of the Master 
Plumbers & Steamfitters’ Association of Westchester County, 
N. Y., at the Colonial Inn, City Island. 

September 16, 1927.—Golf tournament of the Plumbing Con- 
tractors’ Association of Chicago at Evergreen Golf Club. 

September 21, 1927.—Meet of the New England Metal Prod- 
ucts Golf Association, at the Wannamoisett Country Club, 
Providence, R. I. 

September 21, 1927.—Joint tournament of Western Trade 
Golf Association and Michigan Trade Golf Association, at 
Battle Creek Country Club, Battle Creek, Mich. 

September 22, 1927.—The annual outing of the Master 
Plumbers’ Association of Lynn, Mass., at Ferncroft Inn, 
Middleton, Mass. 

September 24, 1927.—The annual outing and dance of the 
Association of Master Plumbers of Richmond Borough, at the 
Elks Club, Oakwood, Staten Island, N. Y. 

September 24, 1927.—The annual outing of the Queens- 
borough branch of the Master Plumbers Association of the 
City of New York at Narragansett Inn, Lindenhurst, L. I. 

September 30, 1927.—Dual meet between the Metropolitan 
Trade Golf Association and the Delaware Valley Trade Golf 
Association, at the Westchester-Biltmore Country Club, lye, 
N.Y, 

October 7, 1927.—Last tournament of season of the Western 
Trade Golf Association, at Calumet Country Club. 
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UTICA PLUMBERS STAGE A SUCCESSFUL CLAMBAKE 
Even a steady downpour of rain failed to dampen the 
spirits of the master plumbers and the journeymen in the 
first combined clambake and outing of the Utica Master 
Plumbers’ Association and the Journeymen’s Union, which 
was held at Millers Grove, N. Y., nine miles east of Utica 
on Saturday, August 27. About 200 were present. The 
affair, the first of its kind to be staged by the Utica 
masters, was declared by State President Martin Utz of 
Rochester to be an event of more than passing interest. 
The weather played havoc with the sports program, but 
even with the weather man against them, the picnickers 
managed to squeeze in a three-inning ball game between 
the journeymen and the masters with the result a tie. 
The “Bake,” the big event of the day, left nothing to 
be desired, with clams aplenty, good chicken, and all the 
good things that go to make up a real bake. The Utica 
plumbers proved themselves past masters of the art of 
entertaining their friends}; among them many well known 
members of the craft from all over the state. Ed Stradling, 
president of the Utica association, and one of the three 
state zone delegates, did himself proud in the manner in 
which he handled the affair, and in Thomas Hughes, secre- 
tary of the association, he had a good right hand man. 
A number of prominent guests were present at the out- 
ing. These included: Thomas F. Nolan of Albany, national 
president; Frank F. Schimpf, national secretary, also of 
Albany; 'P. A. MacKenna, national executive secretary; 
Martin W. Utz of Rochester, state president; the following 
two zone directors of the state association, William D. 
Atkins of Schenectady and F. H. Rinehart of Syracuse; E. 
Miller, secretary of the Rochester association, and B. Jo- 
seph O’Donnell of the National Trade Extension Bureau. 
Short talks were given by several of the guests present. 
The committee in charge of the affair should come in for 
a good share of praise. It consisted of Vincent Chalmers, 
Charles Nagle and T. H. Hughes. 





NAMED SECRETARY OF A. S. S. E. 

Frank L. Maar, overseer of public sanitation, 24 Wash- 
ington street, Poughkeepsie, N. Y., was recently named 
secretary of the American Society of Sanitary Engineering 
by James R. Walker of Waterbury, Conn. He is to suc- 
ceed Edward L. Groeniger of Columbus, Ohio. 








Top picture, left to right: M. Fitch of Carson Bros., and F. A. 

Wick of Thatcher Co.—Lower picture: G. D. Goulden of Stam- 

ford, secretary; J. M. Forger of Norwalk, president; J. F, Mc- 

Namara of Stamford, vice president, at the recent annual out- 

ing of the Fairfield County (Conn.) Master Plumbers’ As- 
sociation 
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CROWN PIPE DIES 
CUT 
PERFECT PIPE THREADS 




























THE 
Crown Ratchet Reamer 
Will ream pipe 34 to 21 inches 





The ball is comfortable to the hand, does 
not cramp the fingers nor tire the wrist. 
The handle is not ribbed and is comfortable 
to grip along its entire surface. 
| 


The new cone type construction supports 
the blades throughout their entire length, 
thus preventing any possibility of them | 
coming loose. 
The blades are made of finest steel, will 


hold edge maximum length of time but can be 
ground when necessary without removal. 


The pawl has an extra wide bearing sur- 
face on the ratchet teeth, giving greatest 
service with least wear. 





Order one today through 
your local jobber. | 
] 


CROWN DIE & TOOL CO. 
2636 NORTH KEELER AVE. 


CHICAGO 
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) BALTIMORE CITY ASSOCIATION HOLDS OUTING 

Escorted by an honor guard of Baltimore police, auto- 
mobiles carrying several hundred members and friends 
of the Association of Master Plumbers of Baltimore City, 
Inc., left the city August 24 for one of the most succegs- 
ful outings in the history of the association. Gaily dec- 
orated and bearing placards, the automobiles parted from 
their escort at the city limits and continued on their way 
to Cottage Grove Beach, one of the most delightful shores 
| in the vicinity of Baltimore. 

The day was pleasantly spent in playing games, in 
feasting, merrymaking and dancing. Perfect weather and 
a smoothly. running program insured a day of happiness 








have Classic Sink Fixtures 
than any other combina- 
tion faucet. The demand 


increases steadily. So do 
profits—ours and yours. 


Why trouble with clumsy 
imitations when you know 
what Classics will do? 


CHIC AG GF neciicasorevcetce. || | 
2700-22 N. Crawford Ave. 
FAUCETS “==: 





1 


















Insert: Max Klotze, president of the As- 
sociation.—-Top picture and bottom pic- 
ture: Two groups of members and guests 
at the outing 








MIDLAND cxernce FLASHINGS 


Made from virgin 
pig lead by a pat- 
ented process that 
assures you of 
a pliable lead flash- 
ing free of air pock- 
ets and cracks and 
of uniform thick- 
ness. Heavy calk- 
ing ring inside. No 
joints tocomeapart. 
Will fit any pitch 
roof. 
Ask your jobber. 

= Midland Metal Mfg. Co. 

The Yellow Label is your protection — Kansas City, Me. Newark, N. J. 


inferior imitations. Insist upon it 






































Telephone: Lawndale 1850 - 1851 


for all. The association numbered as its guests, represen- 
tatives of various jobbing houses, officials of the health 


Ingot Brass department of Baltimore, plumbing inspectors, and a 
delegation of members from the Maryland Master Plumb- 
Smelters and Refiners bers’ Association headed by W. Fred Groscup, first vice- 

president, 
High Quality Metals A baseball game was staged between teams composed of 
plumbing inspectors of Baltimore, and of association mem- 


Metals made up to specifications. bers. It proved to be a very exciting and amusing affair. 
The association’s team, aided by the good playing of Max 


K LAVIN Oe SONS Kleinman, was victorious. Among the winners in other 
o 


athletic events were Miles Carey of the McShane Bell 
2511-2525 W. 21st 6t. 


Foundry, who won the shot-put and the 50-yard dash for 
etman, Mg Chicago, I11. a : 
eentene » Gates << mgn, and the entire Sweren family. Mr. Sweren won the 


fat men’s race, Mrs. Sweren the 50-yard dash for ladies, 
and their son came in first in the race for boys. 
Max Kleinman was chairman of the committee in charge 


HARD:-RUBBER of arrangements. Other members of the committee were 
LINTEX TOILETSEATS Louis Adler, secretary of the association, Samuel Sweren, 
*-QF- 














Benjamin L. Roll, A. Schweitzer, and Hyman Snyder. 

After an excellent shore dinner, the party left in auto- 
mobiles for Baltimore and home, tired and muscle sore, 
but with enough happy memories to last a year. 





ATTEND SCHOOL FOR SECRETARIES 
; Arthur L. Miller, general secretary of the Association of 
=: We ki Master Plumbers and the Heating and Piping Contractors 


: — = -* Association of Kansas City, Mo.; E. A. Mohrmann, secre- 
The Seat a ldlefete! Geltile! fe) | Destroy tary of the St. Paul Master Plumbers Association, and 
Frederick W. Donahoe, secretary of the Advisory Com- 
mittee on Vitreous China Plumbing Fixtures, attended the 
two-weeks’ school for secretaries conducted recently by 


Northwestern University, Evanston, III, 
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IN NEW LOCATION 


The H. J. Brandeles Plumbing Corp. moved recently 
into its new home, 1600 Lincoln avenue, Utica, N. Y., 


after 14 years on Lafayette street, during which time | 
three additions were built to care for the increase in busi- 


ness. The new location has 45,000 sq. ft. of floor space. 
A handsome showroom is part of the new equipment. The 
Brandeles business was begun in New Hartford, twenty- 


five years ago, and since that time has grown into one of 


the largest firms in the plumbing and heating line in Cen- | 


tral New York. 





NEW BEDFORD MASTERS HOLD CLAMBAKE 

The Master Plumbers Association of New Bedford and 
Vicinity held its fifteenth annual clambake and outing, 
Thursday, August 25, at Whitfields Pavilion, Fort Phoenix, 
Fairhaven, Mass. There were over 240 members and 
guests present, and all helped to make this one of the most 
successful outings in the history of the association. R. T. 
Thatcher, president, Edwin D. Lawton, treasurer, and 
Walter P. Bailey, secretary, with the assistance of the 
arrangement committee, which included M. E. Greenleaf, 
A. Dubuque, Ernest Margeson and J. F. Collins, are to be 
congratulated on the way the outing was handled. 

There were sports for men, women, boys and girls, and 
plenty of valuable prizes were distributed to victors in all 
athletic events. The 100-yard dash for men was won by 
A. Stevens, D. Sudden winning second prize. The dressing 
contest for men was won by E. Herzog of New Bedford, 
the second prize going to Fred Conant of Barnstable. In 
the fat men’s race Robt. McAdams of Taunton won first 
prize. A. Stevens won the first prize in the pipe race for 
men, James Law winning second prize. Considerable ex- 
citement was caused in the marshmallow contest, of which 
Miss Eva Cobb was the victor. She received a fine gold 
pencil for her efforts. A baseball game was played be- 


tween the plumbers and salesmen, the plumbers going 


down in defeat by a score of 9 to 2. 











Top row: J. Preston Perham of Boston, treasurer of the state 
association; Charles Peck of Greenfield, state president; E. 
D. Lawton, treasurer, W. P. Bailey, secretary, and R. T. 
Thatcher, president, all of the New Bedford association.— 
Middle row: Ernest Margeson, James E. Collins, T. A. Heiyer 
and Charles Maxfield, plumbing inspector of Taunton.— Bot- 
tom picture: Complete group of outing committee members. 
Photos taken at the recent annual outing of the New Bedford, 


Mass. association 
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Automatic 
Water 



















Softener 
and 
LENGTH OVER Aus Scale 
am 
se] Remover 


Fig. 118. No. 5— %%4-inch Compound Injector 
Patented in U. S., Canada and Foreign Countries 


Lehn’s Automatic Water Softener and 
Scale Remover will do the work of soft- 
ening water and removing scale and 
foreign materials in the most efficient, 
satisfying manner. You cannot go 
wrong if you have a Dehn on the job. 


COMPOUND INJECTOR & SPECIALTY CO. 


419-421 D. North Laramie Avenue, Chicago, Ill., U. S. A. 













Orig ‘nators, designers and sole manufacturers of 


azzc= 1897 | EHNSANIGARD) 1927 san 


C ALEAR: 











No. 846 Combination Duplex Water Feeder 


The Duplex Water Feeder 


The McAlear No. 846 Combination Duplex Water 
Feeder with Low Water Electric Cut-out Switch, 
shown here, is especially designed for use in 


connection with low pressure oil burning installa- 
tions. In addition to performing its duty as a 
boiler feeder, it breaks the electric circuit operat- 
ing the oil burner pump, should the water level 
in the boiler reach the danger point. 








If you do not have acatalogue 
of McAlear complete line of 
specialties, send for one today 


cmcaco GIRS ALEAR PREG -ED)-nrinors 
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Pipe 
Wrench of — 
Exceptional 
Strength— 


When you take this Armstrong Pipe 
Wrench in your hand and get the feel of 
its perfect balance and accurate propor- 


tions, you'll realize that here at last is 
a real pipe wrench. 


When you put it to work and see how 
well it does things, you’ll appreciate its 
exceptional strength. 


The weak “‘frame’”’ or nut housingof the 
old type wrenches has been entirely 
eliminated from the Armstrong. 


The -patented “ball and socket” nut 
gives increased flexibility and vastly 
greater strength, especially under heavy 
strain, which is so destructive to the 
ordinary frame. ‘ 


These are only two of 
the exclusive features 
of the Armstrong Pipe 
Wrench—see this tool 
at your jobber’s or 


write us direct for cata- 
log and prices. 





Send for the New 
Pipe Tool Catolog 





ARMSTRONG BROS. TOOL CO. 
“The Tool Holder People” 
323 N. FRANCISCO AVE. CHICAGO, U.S.A. 





| “It’s strong if it’s Armstrong”’ | | 





September 1! 


1927 











Top row: Mrs. W. C. Flavin, William T. Flavin, W. K. Flavin, 
all of the Sloan Valve Co., and Andrew Curtin Sr., of the A. F. 
Curtin Valve Co—Middle row: E. P. Hirst of New Bedford; 
Fred Scott, assistant manager of the Johnson-Washburn Co.,, 
Roston; A. W. Bacon, manager of that company; L. E. Stowell, 
plumbing inspector of Taunton; M. E. Greenleaf of New Bed- 
ford.—Bottom row: W. A. Wheater; Joseph Maynard; Robert 
| MeAdams of Taunton; Frank Partridge of the Johnson- 
Washburn Co., Boston; Francis McCabe of Taunton 


—— 


A very fine dinner was served to the group in a large 


tent, and to make the dinner more enjoyable, a six-piece 
orchestra furnished music. Opportunity was taken at this 
time, by a unanimous vote of the association’s members 
to send a telegram to John Johnson, of the Johnson- 
Washburn Co., expressing sincere regret that he was un- 
able to be at the outing on account of illness, and the 
hope that he would be well again in a short time. 





HERE ARE THE ANSWERS 
(Questions will be found on page 19) 
1.—RFight. 
2.—A pipe extending vertically upward or at a 
slope from the highest point of a trap outlet. 
3.—Nickel and chromium alloy. 








4.—The equivalent of the evaporation of 34.5 \bs. 


of water at 212 degrees Fahr. 
5.—The United States Bureau of Standards. 


| 
6.—Tests show that concrete has little, if any, in- 
jurious effect on lead. 





BALTIMORE VIGILANCE COMMITTEE ACTIVE 
More than 35 violations of plumbing laws have been 
detected and the violators brought into court since Jan- 


uary 1, as a result of the activities of the trade relations 
| Sub-Committee of the Vigilance Committee, an organiza- 


| tion composed of members of the two master plumbers’ 
\ associations and the jobbers of Baltimore. In more than 
| twenty cases convictions were secured and fines were im- 
| posed. The Vigilance Committee is planning to continue 


and extend its activities. 


‘1, 1927 
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WITH MASTER PLUMBERS AND HEATING CONTRACTORS 








NATIONAL BOARD OF DIRECTORS TO MEET IN 
MEMPHIS 

According to a call issued by National President Thomas 
F, Nolan, the first meeting of the board of directors of the 
National Association of Master Plumbers will be held at 
Memphis, Tenn., on Monday, September 26. 

The sessions will be held at Hotel Peabody, official 
headquarters, the opening session being scheduled for 10 
a.m. In addition to routine business, plans for the next 
nationa) convention will be discussed. 





ST. LOUIS FLOAT PARADES THROUGH CITY 

Taking advantage of the opportunity to secure some 
beneficial publicity, the St. Louis Association of Master 
Plumbers entered a float in a parade held recently to cele- 
brate the passage of an ordinance to complete a bridge 
in that city. There were 114 floats in the parade, repre- 
senting industries of every nature, and the plumbers’ float, 
a picture of which is shown herewith, received more than 
its share of applause. 








The float was decorated to represent a complete bath- 
room, and living models rode on it. The bathroom was 


complete with tub, shower, closet and lavatory, with imi- 
tation tile flooring and walls. The showers were under 
pressure, and the young ladies in bathing suits stood under 
the descending water as the float passed down the street. 
The association seal played a prominent part in the pub- 
licity on the float, and the following day the float was taken 
to the picnic given by the mayor of that city. 

The committee which conceived and carried out the 


plans for the float consisted of H. Ryffel, chairman; S§. 
Jacoby, R. EB. Jarvis, L. B. Meiners and H. J. Meyer. 


CONNECTICUT OUTING HELD IN RAIN 

The Connecticut Master Plumbers’ Association held its 
annual outing and field day at Double Beach, Branford, 
Conn., Thursday, August 18. In spite of a steady rain all 
day, the outing was very well attended and was honored 
by the presence of National President Thomas F. Nolan of 
Albany, N. Y. 

A great many of the athletic events were held in the 
pavilion, The potato race was won by R. M. Fahy of 





Waterbury, and he was presented with a closet seat. Mrs. 
Steven Olayas of Wallingford was the winner of the ladies’ 
potato race and was presented with a box of candy. Miss 
Wilfred C. Goulden of Stamford and Miss Irene Knapp of 


Sound Beach were the winners of the children’s potato 


race and were presented, respectively, with a game and a 
string of beads. 

S. A. Delveschia and Steven Olayas, both of Walling- 
ford, were the winners of the sack race, and were pre- 
sented, respectively, with a shelf bracket and a stillson 
wrench. In the relay race which was run off between a 


selected pair from New Britain, Bridgeport, New London, 


New Haven, Naugatuck, Waterbury and Wallingford, 
Steven Olayas and S. A. Delveschia were the winners and 
were presented with a flash-light and a towel bar respec- 
tively. The ladies’ relay race was won by Mrs. E. J. Ma- 
loney and Miss Marie Burns, both of Waterbury, and Mrs. 
C. Braun and Mrs, A. Joseph, both of New London. They 
were presented with suitable prizes. The girls’ relay race 
was won by Emma Miller of South Norwalk, the daughter 
of Stephen Miller, and Virginia Beegan, the daughter of 
the president of the New Haven association. 

The shoe-tieing race was won by William Downham of 
Plainville, and the prize was a water heater. The three- 
legged race was won by John and Steven Olayas, and the 


prizes were dog leashes. The three-legged race for chil- 


dren was won by Emma Miller and Irene Knapp. 

The bottle race between the men and women was won 

by the women’s team, consisting of Virginia Beegan, Marie 
Burns, Mrs. Steven Olayas, Elizabeth Lindberg, and Mrs. 
Robert Handy, and they were presented with radiator air 
valves. 
The games were held following luncheon served at the 
pavilion, and an extremely good shore dinner was served 
later. During the day Ernest Hutt, entertainer extraordi- 
nary, contributed his efforts, and, following the dinner, 
National President Nolan made a brief address. 





ILLINOIS AND IOWA PLUMBERS JOIN IN 
ANNUAL OUTING 


The first annual picnic of the master plumbers, jour- 
neymen and supply house representatives of Davenport, 
Iowa, Rock Island, Ill., Moline, Ill., East Moline, Ill., and 
Silvis, Ill., was held at Credit Island, near Davenport, on 
August 24. More than 700 were in attendance, far ex- 
ceeding the expectations of the committee. Because of 
the success of this year’s outing it is planned to make 
the picnic an annual affair. Among the out-of-town guests 
present were: Mr. and Mrs. A. N. Telford of Galesburg, 
Ill., Mr. and Mrs. Joseph P. Quigley of Galesburg, IIl., 
and C. A. Bolton of Chicago Heights, secretary of the 
Illinois state association. 


The greater part of the day was spent in various athletic 
contests. One of the first events on the program was a 
golf tournament for men, which was won by Ralph Woods, 
who received a golf club. William McCool won second 
place in this event and received 3 golf balls. Robert 
Moore of Davenport received a horseshoe outfit for win- 
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Top row: E, Walther of Moline; H. R. Gale, Rock Island man- 
ager, Standard Sanitary Mfg. Co.; Otto Meinert of Davenport, 
M. Balzer of Bettendorf, Lowa; Albert Rosenfield of Rock 
Island, Ray Entriken of Moline, all plumbing inspectors.— 
Bottom row: The picnic committee: standing, Frank Swan- 
son of Moline, H. Hintz of Davenport, G, T. Sherman of Dav- 
enport, R. P. Kerker of Davenport and P, H. Kale of Rock 
Island; seated, Free Nelson of Moline and Kirk A. Journy, 
secretary of the Rock Island association; a Rock Island group 


Arnold Steckel, 
also of Davenport, received an automobile stop light for 
taking second. The 50-yard race for boys, 10 to 15, was 
Ernst Huckstaedt, Merle Palmer taking second. 
Jane Siemon beat Agnes Martins to the finish line in the 
50-yard race for women. The slipper-kicking contest was 
won Margaret Adams, and Mrs. A. A. Lagoni 
second. Mrs. F. Spring and Mrs. R. H. Ryner took first 
and second prizes, respectively, in the caterpillar race, 


ning the horseshoe pitching contest, and 


won by 


by was 


First place in the 100-yard dash for men went to Wil- 


liam McCool, with Richard Pollard a close second. In the 
50-yard dash for girls, 10 to 15 years of age, Lucia 
Thompson was first and Frances Loihl, second. The 25- 


yard dash for girls under 10 was won by Bernice Meyers, 
Violet Hoot placing second. Wilbur Wilson took first 


prize in the 25-yard race for boys under 10 years, Joseph 
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Schloemer coming in second. Ernst Huckstaedt showed 


his heels to the rest of the field in the boy’s 50-yard 
free-for-all race. 

The journeymen defeated the master plumbers in the 
tug-of-war, for which they received a box of cigars. The 
master plumbers atoned for their defeat in the tug-of-war 
downing the journeymen in the baseball game. 

The ladies spent the afternoon playing bridge and 
five-hundred, Mrs. C. C. Rosenfield of Rock Island being 
Among the winners were: Mesdames Walter 
Grotegut, A. N. Telford, E. H. Sievert, W. A. 
E. S. Householder, C. C. Rosenfield and John 

Kirk A. Journy, secretary-manager of the Rock Island 
association, was general chairman of the picnic committee. 
Other members of the committee were: R. P. Kerker of 
Davenport, H. Hintz of Davenport, H. Speth of Davenport, 
G. T. Sherman of Davenport, P. H. Kale of Rock Island, 
Fred Nelson of Moline, Frank Swanson of Moline, Frank 
Martin of Davenport and Ed. Widell of Rock Island. The 
judges of the contests were: H. R. Gale, Rock Island, 
manager of the Standard Sanitary Mfg. Co.; F. R. Ervin, 
Davenport, manager of the N. O. Nelson Mfg. Co., and 
C. R. Haggerty, business agent of Davenport. 


by 


in charge. 
Edstrom, 
Scherrer, 





ST. PAUL ASSOCIATION HOLDS ANNUAL OUTING 

An outing which will long be remembered among the 
master plumbers and their families in St. Paul, Minn., was 
that of the St. Paul Master Plumbers’ Association, held 
recently at Orchard Lake, a few miles outside of that city. 
The attendance was unusually good, and the unparalleled 
weather made a great outing possible. 

An interesting kittenball elimination contest was one 
of the features of the day, and the other contests included 
foot races for men, women, boys and girls, a boys’ leap- 
frog race, a girls’ backward race, a ball rolling contest for 
small children, a ladies’ ball throwing contest, ladies’ bal- 
blowing and balloon fanning and 
H. Merwin Porter of Minneapolis, president of the 
Minnesota state association, was one of the guests of the 
day, and the rest of the Minneapolis delegation at the 


outing also included Secretary Hans F. Aude. 





loon contests, several 


others. 








Two groups of members and guests at 


the outing of the St. Paul association 
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MANHATTAN MASTERS SET OUTING DATE 

The annual outing of the Manhattan branch of the 
Master Plumbers’ Association of the City of New York 
will be held on September 13, it is announced by the com- 
mittee in charge, which is headed by Vincent J. Duffy. 
The Manhattan ymasters will journey to Travers Island for 
their day’s pleasure, which will include field sports, a 
big dinner and special entertainment. 





TRENTON MASTER PLUMBERS HOLD SUCCESSFUL 
OUTING 

The Pennsylvania Railway Shops Recreation Field at 
Trenton, N. J., was a busy place on Wednesday, August 
24. Almost everywhere one looked he would see a group 
of men, some eating, some participating in field sports, 
some exhibiting prizes, and some just resting. A stranger 
asking who made up the crowd would have been told that 
it was members of the Master Plumbers’ Association of 
Trenton with their jobber and manufacturer friends, and 
that the association was holding its annual outing. 

Members and guests began gathering soon after noon, 
and shortly were called to the table, where a delicious 
dinner was served. The caterer on the job knew his busi- 
ness, as those who sampled the delicious chicken and all 
of the rest of the edibles will testify. The same commit- 
tee which has handled Trenton’s outings for some years, 
W.S. Dignan, eeman Westphal and Daniel Sisti, was on Yop row: William C. Burroughs, president of the association; 
the job, which is ample guarantee that the affair was a_ State Secretary George L. Bird of Elizabeth; State President 
James E, Desmond of Elizabeth—Middle row: The committee: 


. ‘ Herman Westphal, Daniel Sisti and W. 8S. Dignan.—Bottom 
The first big event after the dinner was the ball game. pleture: The salesmen'’s broom polo team. Photos taken at 


They played eight innings, those masters and salesmen, the annual outing of the Trenton, N. J. association 
and the lead seesawed from one team to another in alarm- 

ing fashion. Finally the suspense was ended, the official plumbers. The lineups for the rival ball teams were as 
scorer announcing the result as 12-10, favoring the _ follows: 








success. 


This is the booklet “‘Rotarian George McCrary” 
as distributing to Birmingham ‘Rotarians 








ANT to put your industry “on the 
# map” with your fellow Rotarians, 
Kiwanis, Lions, Boosters, etc.? Arrange 
to distribute copies of ““The Story‘of the 
Bath” at one of your luncheons. They’ll 
talk about the booklet — and, of course, 
about you as its distributor —which 1s 
one the things you want advertising to 
accomplish. It will be inexpensive and 
productive of much favorable publicity. 
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Ask for a free copy of “The Story of the Bath” and you'll see why Mr. McCrary ts giving it out 


DOMESTIC ENGINEERING 


1900 PRAIRIE AVE. 3 i cs CHICAGO, ILL. 








92 DOMESTIC 


rmm=n 
ARZP= 





PNEUMATIC—STORAGE—SPECIAL 
Black or Galvanized 


The Novelty Steam Boiler Works Company 


Clare and Kloman Ste. 


18 th 





Baitimore. Md. 


—TABE 
Cs Automatic Midget 


SUMP PUMP 


Acidious or alkali waters eat steel. 
The Taber Supporting Column is 
made of cast-iron. The Taber 
costs more to make but it is worth 
much more to the plumber and to 
his customer. 


BE SURE! INSTALL A TABER 
Write for Bulletin MJ727 NOW! 





Building quality pumps 68 years 
TABER PUMP CO., BUFFALO, N.Y. 


BURKS 


PUMPS 


“Only one moving part” 

















- A LIFE-TIME OF SERVICE’ = 
Dealers: Send for No. 83 Bulletin! 


DECATUR PUMP COMPANY 


632E. Cerro Gordo St., Decatur, II. 








Vacre Automatically 
Oiled Power Pumps re- 


quire a minimum of attention 


The Deming 
“Oil-Rite” 
Fig. 809 
and render long, dependable 
service, at low cost. Fig. 809 
“Oil-Rite” is a typical exam- 
ple. Send for Special Bulletin 
featuring Fig. 809. Complete 

Catalogue upon request. 


THE DEMING COMPANY 
Established 1880 Salem, Ohio 
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Masters Position Salesmen Position 
BR; PRO iiss 9 ates c Russell MacMullen ...... ce 
PD. td cctuwed seeuse p Clarence Holman ........ p 
a er re 1b Te ol. 1b 
Co roe re: 2b aE NE 6 05 oso ss .2b 
PUR WOO: 2. occcwscses 3b William Hoffman ........ 3b 
ON oy os Ss William Reyer .......... ss 
lo S.-i eee rf MEOTE  WMIMOE 5c ce cscs rf 
TIAISY GIOUMOE occ cc sezns cf Eugene Mervine ........ ef 
Harry DOMMOr 6. .icccses If Mussetl Brisbel ........, If 


Managers: Plumbers, Frank Dunn; Salesmen, M. E. Raphael, 
Umpire: George Feaster. Scorer: William Sine. 

The ball game settled, teams of masters and salesmen 
took the field with small brooms in their hands, a rubber 
ball was tossed out, and a broom polo game was on. After 
a spirited contest, the salesmen’s team, made up of R. T, 
Hill, H. J. Bodine, R. A. Fulkert, William Hoffman, Wil- 
liam Royer, R. MacMullen, L. M. Anders, John Rooney, 
A. Walker, M. E. Raphael and William Tinker, ran off 
with the high end of a 3-1 score. 

Then an unusual contest, the driving of a patent tank 
ball, was tried out. ‘The ball was used in place of a golf 














Top picture: 0. A. Weiss of the Monument Pottery Co.; P. §. 
Slack; Fred A. Goelke of the Monument Pottery Co.; James 
Bennett; A. Denish.—Middle row: Russell MacMullen of the 
Haynes Selling Co.; Russell Kriebel and A. K. Tinker, both 
of the Hoffman Specialty Co.; J. A. Pinto; William Robson 
of the Hajoca Corp.—Bottum row: George W. Taylor of the 
Thatcher Co.; B. W. Weber of the Trenton Potteries Co.; 
E. L. Fine of the Trenton Brass & Machine Co.; M. L, Devaul 
of the Trenton Potteries Co. Photos taken at the annual out- 
ing of the Trenton, N. J. association 


ball, a regular golf driver being used, the longest hit earn- 
ing a white seat. William Burroughs, the association’s 
president, hit one early in the contest that.easily eclipsed 
his mates’ efforts and captured the prize. , 

When the sports program finished, there was a large 
list of merchandise to be given away, prizes having been 
donated by J. L. Mott Iron Co., Bareham & Saunders Co., 
U. S. Rubber Co., I X L Pump & Mfg. Co., Inc., Crane 
Co., Philadelphia Meter Co., Josam Mfg. Co., Thomas Mad- 
dock’s Sons Co., Warren, Balderston Co,, Curtin Valve 
Co., J. A. Sexauer Mfg. Co., H. P. Martin & Sons, Hajoca 
Corporation, Deacon Supply Co., Luzerne Rubber Co., 
Woodward-Wanger Co., and the Trenton Brass & Machine 
Co. 





Portland, Ore.—Charles Shea of the J. F. Shea Co., is 
in California supervising a large construction job which 
the company has under way in Oakland. 
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ANNUAL OUTING HELD BY NORTH HUDSON MASTERS 


On August 20 the members of the Master Plumbers’ 
Association, Inc., of North Hudson, N. J., again held their 
annual family outing which they have held regularly for 
the past twenty years. As in many preceding years 
Maywood Grove, Fairview, N. J., was the scene of the 
gathering of every master plumber, whose name is car- 
ried on the roster of this association, and his entire family 
with very few exceptions. 

Plans for the affair were under the supervision of A. 
Thane, who was known as the officer of the day, and he 
had a large retinue of aide-de-camps in A. Krieger, C. 
Steller, C. Gilmour, V. Farley, P. Geist, C. Zimmermann, 
N. Triani, J. Syfel, J. Krieger, W. Carlough, W. Jacob, 
0. Viehweg, A. Steller, J. York, E. Muth, F. Kasper, A. 
Fierer, W. Dyer, L. Wirth, H. Trueb, E. Seitz, F. Baker, 
W. T. J. Orriss, W. Borg, C. Cole and C. Westervelt— 
each with a special duty to perform which was so well 
done that this day for many years will be outstanding. 

A baseball game played with the darts which were 
hurled at a board with a baseball diamond drawn on it 
was played by nines chosen from the ranks of the master 
plumbers and those of the salesmen. The teams were as 
follows: Plumbers—-Muth, Ducate, Kasper, Orriss, Bod- 
inger, Johnson, Bunker, Jacob and Botwinik. Salesmen— 
Wheeler, McGuinness, Kapf, Meier, Fallon, Weller, C. 
Johnson, Kelly and Bender. 














Top row: W. E. Browne of the American Radiator Co.; E. W. 
J. Flaherty of Richardson & Boynton Co.; R. H. Doscher of 
the Boynton Furnace Co.—Middle picture: front, Mrs, Charles 
Werner, Mrs. Chris Werner and Miss Werner; back, Chris 
Werner of Jersey City, Charles Zimmermann of Union City, 
and William T. J. Orriss of Union City—Bottom picture: 
front, Mrs. and Mr. Albert Hoffman and baby of Montclair, 
Mrs. W. J. Wilson and Mrs. J. A. Durr; rear, W. J. Wilson 
of Lyndhurst, J. A. Durr of Montclair, William Chesnut of 
Montclair and Charles Werner of Secaucus 
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O. S. Distributer Fittings 


For hot water heating systems and Domestic 
hot water supply. Saves fittings, labor and 
fuel. Increases circulation. Prevents short 
circuiting of hot water. Insures positive uni- 
form circulation. No extra joints or fittings 
necessary to keep risers in line. Made in a 
great number of sizes. 


Your jobber will be glad to furnish them. 


BLAKE SPECIALTY COMPANY 


Rock Island - - - - Illinois 


Canadian Service—All Crane Company Branches 























Paul Type “AR-1” Automatic | 
Regenerating Water Softener |. 
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Automatic and hand operated 
Water Softeners—Shallow and 


deep well water supply pumps. 
Quality Systems 


FORT WAYNE ENGINEERING & MFG. CO. 
1701 North Harrison St., Fort Wayne, Indiana 
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SOUTH BEND ASSOCIATION NAMES COMMITTEES 

Thomas Williams, president of the South Bend (Ind.) 
Society of Sanitary Engineers, recently appointed the com- 
mittees for the ensuing year. They are as follows: Trade 
William LaFortune, chairman, 


relations committee: 


George Schwind and O. A. Eulitz; legislative committee: 
William H. Burke, chairman, Fred P. Futter and Thomas 
Williams; arbitration committee: Harvey Hager, chair- 


man, Louis Stoll and Arthur Scope; educational commit- 


tee: John Kestler, chairman, Thomas McGrath and W. 


W. Sibley; auditing committee: J. H. Hawblitzel, chair- 
man, Charles A. Oberlin and Frank Albi; entertainment 


committee: Louis Niezgodski, chairman, Robert Thorpe 
and Walter Braunsdorf; membership committee: Zygmunt 
Thillman, chairman, E. J. White and C. S. Randolph. 
Two new members, Fred P. Futter and W. H. House 
were recently elected to membership in the society, of 


which J. E. Withers is organizer. 


WEATHER FAVORS ORANGES OUTING 
For the past month there have been rings drawn around 
the date of the 


shops of members of the Master Plumbers’ Association of 
the Oranges, N. J., 


August 25 on the calendars hanging in 


and that date has been much discussed 
at association meetings on the first and third Wednesdays 
of the month 
the association’s annual outing had selected that date for 
the get-to-gether and everyone was looking forward to it. 


For a committee appointed to take care of 


The day finally dawned fair and bright, a welcome sight 
who feared that the rains that have been so 
frequent would mar the day's enjoyment, and before noon 
there was a procession of automobiles leaving the Oranges 
for Connor's Hotel, Water Witch, N. J., near the beautiful 
Atlantic Highlands. When the crowd of approximately 
four score master plumbers and salesmen had arrived, the 


to those 






Receding Die Stocks 
Three sizes— 


for 1" to 4" pipe. 





Bull Dog Die Stocks 
In 15 sizes for 
pipe from x 

to 5"—plain or 
ratchet type. 
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first item on the bill was the shore luncheon. The guests 
did full justice to this, discussing the coming ball game 
and renewing old friendships in the meanwhile. 

The ball game was, of course, the high light of the day, 
The official scorekeeper gave the match to the salesmen 
by a close margin. 

The committee, which consisted of George H. Brenner, 
chairman, Alexander F. Berg, secretary, Frederick W. 
Hoffman, Alfred T. Brady, George Buggeln, Ludlow Clark 
and William Wheatley, had arranged for a good dinner, 
which was much enjoyed by those assembled. 


MARYLAND MASTERS TAKE HARBOR TRIP 
Seventy-five members of the Maryland Master Plumbers’ 
Association were the guests of the Baltimore Association 
of Commerce, August 24, on a trip around the harbor, 


This was one of a series of inspection trips conducted by 


the agsociation for the purpose of acquainting Balti- 
moreans with the advantages, facilities, recent develop- 
ments and points of interest of Baltimore’s harbor. This 


is the first time the Maryland Master Plumbers’ Associa- 
tion has been officially recognized by the Association of 
Commerce, and the recognition was received with grati- 
fication as a sign of the high standing which the organiza- 
tion has reached in the community. 

Other organizations which made the trip at the 
time were the Baltimore Bar Association, the Old Town 
Merchants’ and Manufacturers’ Association, the Baltimore 
Stock Exchange, and the Maryland Association of Florists. 

Every effort was made to attend to the comfort and 
entertainment of the visitors. The party, headed by 
Francis C. Dorsey, president of the Maryland Master 
Plumbers’ Association, and John W. Clark, executive secre- 
tary, left the port on the Steamer “Latrobe.” The trip 
took nearly three hours and was greatly enjoyed. 
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The Oster No. 414 Power Boy 


The Heavy Duty Pipe-Threading 
Machine that’s really Portable 


ECAUSE it’s portable—it weighs but 380 
pounds—you take the machine to the 
job. That means faster jobs and more jobs. 


Because it threads pipe from 14" to 4" through 


the barrel and from 413" tol2" with the auxil- 
iary drive shaft you can do the whole job on 
one machine. That means a lower first cost 
of equipment. Bulletin No. 72 tells you many 
other reasons why the New Oster No. 414 
Power Boy will be a real profit maker for 


you. Write today. 


THE OSTER MANUFACTURING COMPANY 


Manufacturers of the most complete line of pipe-threading equipment in the world 


2077 East 61st Place + Cleveland, Ohio 
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Business () hanges 


Fort Myers, Fla,—Edelblut & Co, are now making ex- 
tensive alterations to their shop on Union street. En- 
larged facilities and new machinery will make this shop 
one of the best in Southwest Florida. 

Jacksonville, Fla.—cC. H. King, long identified with the 
plumbing business in St. Augustine, has opened an office 


in this city at 211 Peninsular building. 


San Francisco, Calif.—J. Shipman has moved his plumb- 
ing and heating establishment from 879 Sutter street to 
753 Leavenworth street. 


Tacoma, Wash.—Peter Olswang, 2307 Pacific avenue, 
has sold his plumbing and heating business to Edward 


Olswang. 


Bellingham, Wash.—Ed Douglas, who formerly had a 
plumbing and heating shop at Blaine, Wash., has opened 
up a similar business here. 


Bellingham, Wash.—The plumbing and heating firm 
of Christopher & Farquharson has been dissolved, and 
each has opened up his own business. 


Corpus Christi, Tex.—J, J. Hiser and L. L. Harris have 


dissolved the Hiser-Harris Plumbing Co, The establish- 
ment will be continued at the same location, 120 Mes- 
quite street, by Mr. Hiser under the name of the Hiser 
Plumbing Co. 

Clinton, Iowa.—R. E. Graves, recently of Des Moines, 
has been appointed manager of the E. N. Woodbury Co., 


one of the oldest plumbing firms in eastern Iowa, 
Taft, Calif.—The H. O. Ward Plumbing Co., and the 


F. S. Cook Plumbing Co., have consolidated and in the 
future will operate under the name of Ward & Cook 
Plumbing Co., at 303 Center street. 

Toledo, Ore.—C. L. Hayes has sold his interest in the 


Toledo Plumbing Co., to Arthur Nye. 


St. John, N. B., Can.—J. W. Carter, plumbing and heat- 
ing contractor of this city, has enlarged his building to 
allow for an attractive window and showroom. 

Richmond, Va.—T. E. Beckner recently moved his 
plumbing and heating business from 408 East Broad street 
to his new office and warehouse at 1717 Summit street. 


Richmond, Va.— Gilman Brothers have moved their 


place of business from 7 South Cherry street to their new 
building at 2913 West Hampton street. 


New Business “Ventures 


Bellflower, Calif.—C. C. Correll has opened up a shop 
at 228 Grand avenue, and is again back in the plumbing 
business. He expects to change his location to one more 
suitable in the near future. 

San Gabriel, Calif.—P. V'. Harvey has engaged in busi- 
ness at 715 East Broadway, as the East San Gabriel 
Plumbing Co. 

Portland, Ore——W. K. Dresser, formerly located at 


1615 Interstate avenue, has opened a plumbing shop in 
anew building at the corner of Lombard and Concord 
streets. 

Los Angeles, Calif.—Moses Peia has engaged in business 
at 2225 South Hoover street as Union Square Plumbing 


Co. 


Richmond, Va.—R. T. Houchens and C, J, Cox have 
gone into the plumbing business in this city at 102 East 
Marshall street. 

Norwich, Conn.—Robert Goldstein, Inc., has been 
granted a state charter to engage in the plumbing and 
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Sanitary Co.of America 


LINFIELD, PA. 
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ESTABROOK 








For clubs, hotels and restau- 
rants, the Estabrook Round 
Poston Grease Trap is an in- 
expensive and fully effective 
drainage means. It is furnish- 


ed with 4, 5 or 6 inch outlets. 


2C4 First St. 


R. ESTABROOK’S SONS 


S. Boston, Mass. 
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Send for our Bulletin No. 110a 


_ It shows a complete line of automatic 
7 electric controls incorporating the 


Con-tac-tor mercury switches. 


Boiler Controls 
Safety Devices 


ABSOLUTE CORPORATION 


ELKHART, INDIANA 


Thermoswitches 


OIL BURNER CONTROLS | 
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ADIATOR HANGER 


No home has “EVERY modern con- 
venience” unless it has legless radia- 


tors, wall-hung with E-Z Hangers. 
They reduce the perpetual, daily job 
of cleaning. Nothing to interfere 
with mop or sweeper. 


For all makes of radiation 
Healy-Ruff Company 


770 Hampden Ave., St. Paul, Minn. 
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“Hot or cold, fresh or salt, hard or soft—no 
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2 water ever makes me lose my natural color. 
2 I’m made of solid nickel silver from end to 
Oo end, and that’s why you find me used on 
; steamships and in such hotels as the Ber- 

©  mudiana, where an ordinary plumbing chain 
5 might tarnish. Brilliant, beautiful, and clean 
: that’s Bead Chain.’—Bill Bead. 

() 

> Trade Mark Reg. U.S. Pat. Off. 

oO . . 

O° The Bead Chain Manufacturing Co. 
8 Bridgeport, Connecticut 

O Canadian Representatives: Stanley Brock, Ltd., Winnipeg 
O 
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Patented 


The Built-Well 
v- joint Sectional view o 
joint, turned up 
side downto 
show how dowels 
are inserted 
from bottom. 
Moisture only 
makes them 

tighter. 


Better 
Toilet Seats 


Built-Well Toilet Seats are the better kind that your 
customers are looking for. They are neater in 
appearance and the V-Lock Joint is a real sales 
point for you. 


























Write for our instructive catalog. 











Jouilt We AGG. Ca 


1458 W. Kinzie St. Chicago,‘Ill. 
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heating business with a capital of $50,000. The incor- 
porators are: Robert Goldstein, 86 Water street; Abraham 
Goldstein, Frank Goldstein and Frank Becker, all of 
Norwich. 

West Palm Beach, Fla,—The J, L. Turnage, Inc., hag 
been incorporated with a capital of $10,000. The com- 
pany will conduct a plumbing business. The incorpora- 
tors are J. L. Turnage, Robert L. Ernest Jr., and H. P. 
McGoogan. 

Cincinnati, Ohio.— The LaSance-Dyer Plumbing Co. was 
recently incorporated with capitalization of $10,000. The 


incorporators were August LaSance, Clarence Swain and 
Clarence A. Dyer. 

Oskaloosa, Iowa.—L. A. Sutter & Son have opened up 
a plumbing and heating business at 116 First avenue 
West. 

Miami, Fla.—The Royal Palm Plumbing Company, Inc., 
has been incorporated with a capital of 100 shares of no 
par value. The incorporators are R. S, Ohaver, ©. L, 
Locke, G. A. Jackson. 

St. Louis, Mo.—The Charles F. Schreiner Plumbing & 
Heating Co. has been incorporated by Mary B. Schreiner, 
E. F. Schreiner and Charles F. Schreiner, of 4512 Lower 
Grand Place. 


Women’s eA uxiliaries 


Two Vice Presidents of the Women’s Auxiliary to N.A.M.P. 

In the announcement recently published in this column 
showing the complete list of officers of the Women’s 
Auxiliary to the National Association of Master Plumbers, 
Mrs. O. P. Bahneman, 4517 Dupont avenue, S., Minneap- 
olis, Minn., should have been shown as second vice presi- 
dent, an office to which she was elected at Minneapolis in 
June. Mrs. W. E. McAndrew, 301 West Frances avenue, 
Tampa, Fla., is third vice president. - 

Eau Claire, Wis., Auxiliary Organized 

Thirteen women were organized into an auxiliary at 
Eau Claire, Wis., on Saturday, August 20, by Mrs. Michael 
Hoffmann, president of the LaCrosse Auxiliary. The 
organization took place at a picnic given by the Chippewa 
Valley Sanitary Club. Victor L. Peavy, state organizer 
and field man for the Wisconsin Master Plumbers’ Asso- 
ciation, gave an interesting talk on organization work. 
Mrs. Van Bernston, of Eau Claire, was appointed tem- 
porary president of the new auxiliary, and Mrs. J. J. 
Phalen, of Chippewa Falls, was elected temporary secre- 
tary. F. C. Kuetemeyer, national director and state presi- 
dent, of Milwaukee, gave an interesting talk to the ladies, 
and told of the progress of the Milwaukee Auxiliary. 
The next meeting of the Eau Claire Auxiliary will be 
held at the home of the president, Mrs, Van Bernston, 


1503 Drummond street. 








Mr. and Mrs. Ben W. Warren, Mr. and Mrs. W. H, Warren, 

Mrs. E. F. Smith, all of Houston.—Photos taken at the annual 

convention of the Associated Master Plumbers of Texas, held 
recently in Fort Worth 
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Building News 


Reports of the F. W. Dodge Corp. show that building 
for July, 1927, fell 16 per cent below June, 1927, and 17 
per cent below July, 1926, August figures are not avail- 
able, but with the beginning of September, reports from 
our correspondents indicate that building operations are 
not necessarily on the wane. Below are some of the 
large contemplated building operations reported during 
the past week. 


Fort Worth, Tex.—Montrief & Montrief, 307 West 


Thirteenth street, have the plumbing and heating con- 
tract at $109,898 on the $1,500,000 Methodist Hospital 
under construction here. 

Milwaukee, Wis.—The Kern Engineering Co. has been 
awarded the heating and ventilating contract, and L. R. 
Stollberg & Co., have been awarded the plumbing con- 
tract on the $1,275,000 theater, store, and office building 
which is under construction at West Water street and 
Wisconsin avenue. 

Atlanta, Ga., is to have a new $1,000,000 city hall, to 
be erected on the Girls’ High school site at Washington 
and Mitchell streets. 

St. Louis, Mo.—The Eichler Heating Co., Railway Ex- 
change building, has the heating contract on the $1,000,- 
000 police headquarters building. 

Muncie, Ind.— Plans are under way for the $1,000,000 
Ball Memorial Hospital to be erected by the Muncie Home 
Hospital. Kibele & Garrett are the architects. 

Cleveland, Ohio.—A hotel embracing 158 suites will be 
erected at a cost of $2,500,000 by Paul Brothers, 603 
Fidelity Mortgage building. The structure will contain 
a gymnasium, roof garden, swimming pool and a built-in 
garage. It is to be twelve stories high, of brick, concrete 
and steel. George Ebeling, 737 Prospect avenue, is the 
architect. 

Portland, Ore.—An eight-story hotel of exclusive design 


to cost $1,200,000, has been announced by a hotel syn- 
dicate known as the Claremont Corp., for which the hotel 
will be named. L. T. Merwin, vice-president of the North- 
western Electric Co. of Portland, is president of the 
company. A. E. Doyle, with offices in the Pacific build- 
ing, is the architect, and the Hansen-Hammond Company 
has been awarded the general contract. 


Watch Hill, R. I.—Architect P. V. Stephens, 90 West 
street, New York City, is expected to have plans ready 
in September for an elaborate home for the Masonic 
Country Club. According to present plans the project will 
include a golf course and extensive landscape gardening. 
Dr. Clarence Owens, High street, Westerly, is heading the 
committee in charge of the work for the Masons. The 


cost will exceed $1,000,000. 


Los Angeles, Calif.——Richard C. Queen, state commander 
of the Disabled Veterans of the World War, is consider- 
ing preliminary plans for a $1,000,000 neuro-psychiatric 
hospital for disabled veterans in southern California. 
When approved, bids will probably be asked by Construc- 
tion Division, U. S. Veterans Bureau, Arlington building, 
Washington, D. C. 


San Francisco, Calif.—New preliminary plans are being 
prepared by Architects John Baur, and Bakewell & Brown, 
251 Kearney street, covering the projected $2,000,000 
addition to the Olympic Club at Post and Mason streets. 
It will be a 17-story and basement, steel frame and brick 
structure with 250 rooms, a swimming pool, and a gym- 
hasium, 


Providence, R. I.—Bids for a new court house build- 
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Semi- 
Hexible Top 


Extremely 
thin base 


Master Plumbers Indorse 
This Tank Ball 


“You have the best tank ball ever put on 
the market.’”’ This is the unanimous 
opinion of hundreds of Master Plumbers 


who have used the “‘U. S.’” Maroon Tank 
Ball. 


This super-quality ‘‘U. S.’’ cone-shaped 
tank ball with its semi-flexible top and 
uniformly flexible thin base insures a per- 


fect seat—thus preventing leakage. 

“U. S.’”’ Maroon Tank Balls are water- 
proof and remarkably durable. They will 
not swell or lose their elasticity. Chemi- 
cals do not affect them. A protective 


inner lip prevents moisture from working 
into the ball. 
The “‘U. S.’’ Maroon Line is a complete 


line of rubber specialties for every plumb- 
ing need. Let us send you the “U. S.”’ 


Maroon catalog. 


Some of the major items of the “U. S.” 
Maroon Line 


Force Cups 
Ring Gaskets 
Valve Washers 
Steam Packings 


Union Washers 


Tank Balls 

Hard Rubber Balls 

Fuller Balls 

Rubber Elbows and Connections 


Drainboard and Bath Mats 


United States 


TRADE 


Rubber Company 


MARK 






Headquarters of the “‘U. S.’’ Maroon Line 
440 West Washington Street 61 Hudson Street 
Chicago, Ill. New York City 


"MAROON 
. LINE 
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Plumbers’ Rubber Specialties 
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Do the job with 
PABST 


You can do the job easier 


and faster with Pabst Nip- 
ples because they are all 


: The S 
clean threaded and of uni- aan alien 
form quality. Buy them in Since 1844 





the carton by name. 


FRED PABST CO., Mfrs. 


917 Juneau Ave., Milwaukee, Wis. 


| PABST 
Good 
NIPPLES 


























Quality 
Built 


The Dart Union is a qual- 
ity built product. Only the 
highest grade materials are 
allowed to be utilized and 
the most exact and care- 
ful manufacturing meth- 
ods are employed. That's 
why Dart’s stand up on 
any job. 

E. M. DART MFG. CO. 

PROVIDENCE, R. I. 

The Fa‘rbanks Co., Sales Agents 


Canadian Factory: 
] ] Dart Un on Limited, Toronto 
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Tank Fittings of Quality 


1856 ‘*McSHANE’’ 1927 





The ORIGINAL Compound Lever Ball Cock 
Elevated, Low-Down, Top and Bottom Supply 
Tank Levers and Valves 


McSHANE 
BELL FOUNDRY CO. 


BALTIMORE, MARYLAND 











MAKE UP YOUR 
MIND— 


Tu AT the next 
water supply system 
you install will be a 
Kalamazoo, because 
then your profit and 
your customer’s sat- 
isfaction are assured. 





NATIONAL 
WATER LIFT CO. 
Kalamazoo, Mich. 
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ing to be erected on Benefit, College, Hopkins and South 
Main streets for the Providence County Commissioners, 
are to be asked during September. Architects Jackson, 
Robertson & Adams, 1216 Turks Head building, are work- 
ing on the plans, early estimates of which place ‘the total 
amount to be spent for construction at $3,600,000. 


Apartments and Hotels 


San Diego, Calif.—Plans have been prepared by H. H., 
Preibisius providing for a five-story, 75-suite concrete and 
brick apartment building to be situated at 12th and A 
streets. It will cost about $335,000. 


Napa, Calif.—W. H. Weeks, 369 Pine street, San Fran- 
| cisco, has about completed plans for a $300,000, four- 


story and mezzanine, hotel and store building of Spanish 
design. 


Livermore, Calif.—Guy L. Rosebrook, 1404 Franklin 
street, Oakland, has completed plans for a $250,000, five- 

|} story hotel to contain 125 rooms with baths, for the Liver- 
/ more Hotel Co. It will be situated at Main and L streets, 


Nogales, Ariz.—Plans are being completed by E. C. 
Taylor and E. W. Taylor, 819 West Sixth street, Los 
Angeles, Calif., for a two-story, Spanish type hotel to con- 
tain 100 guest rooms with baths. Ten bungalows and a 
garage are included in the plans. 

Corinth, Miss.—Fred Callahan, Fidelity Bank building, 
Memphis, Tenn., has announced the proposal to build a 
hundred-room hotel building to cost about $250,000. It 
is understood that Louis G. Carlisle of Memphis is archi- 
tect for the project. 


Stafford Springs, Miss.——Preliminary plans and specifi- 
cations for a 50-room hotel for A. D. Simms, are being 
drawn by P. J. Krouse, Meridian, who announces that the 
plans include a swimming pool and a golf course. 

San Francisco, Calif.—E. Sugarman, 3624 Geary street, 
and J. Gibbs & Sons, 1706 Geary street, were awarded 
respectively the heating and plumbing contracts on the 
six-story concrete apartment building being erected at 
Steiner and Hayes streets. 


Los Angeles, Calif—A 40-family apartment-house to 
cost $110,000 will be built at 839 South Wilton place. L. 
A. Smith, 1584 West Washington street, is the architect. 

San Francisco, Calif.—Bids are about to be taken for 
the construction of a six-story and basement, steel and 
concrete apartment building at Van Ness avenue and 
Eddy street, to be erected for Jennie Helbing, 916 Van 
Ness avenue. Plans are being drawn by the owner. 

San Pedro, Calif.—Plans are being prepared by C. B. 
Lewis, architect for Myles Regan Construction Co., 2403 
South Grand avenue, covering a four-story, 100-room 
apartment building, to be situated on Paseo del Mar, be- 
tween Point Firmin and White’s Point. 


Oakland, Calif—A. M. Poulsen, 354 Hobart street, has 
secured the plumbing contract for the apartment building 
being erected on Erie street, near Mandana boulevard. 

Los Angeles, Calif.—Architect A. W. Larson, 3839 Wil- 
shire boulevard, has prepared plans for a five-story brick 
building to contain 39 apartments. It will be located at 


154 North New Hampshire street, and will cost $135,000. 
Syracuse, N. Y.—M. Hider will build a brick and tile 
apartment at 606 University avenue costing $120,000. 


Salt Lake City, Utah.—Haydn Long, McIntyre building, 
| has been awarded the plumbing and heating contracts for 
| the Bowers apartment house. 


Salt Lake City, Utah.—E. T. Stevens has been awarded 
the plumbing and heating contracts for the Herrick apart- 
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ment house at 553 East First South street. The work will | 


amount to approximately $12,000. 

Portland, Ore.—The Imperial Hotel Co., of which Philip 
Metschan is president, has bought the building at Stark 
street and Broadway in which part of the present hotel is 
located, at a price of $750,000, and will immediately spend 
$100,000 in improvements, among which will be the ad- 
dition of 100 baths. 


Kearney, Nebr.—The Kearney Plumbing & Heating Co., 


has been awarded the plumbing and heating in the new 
$200,000 Ft, Kearney hotel being built. 


(i lubs and Lodges 


Dover, O.—A new Y. M. C. A. building will be erected 
on Factory street, at a cost of $100,000. 


St. Petersburg, Fla.—Jamin & Jerkin, 334 Eleventh 
street, have the plumbing contract on the Masonic Home 
of Florida. 


Fort Smith, Ark.—The Masonic Home Association, of 
which R. L. Secrest, 421 North Twenty-second street, is 
secretary, is having plans drawn for a $300,000 temple. 





Normandy, Mo.—C. B. McCormick & Son, Columbia | 


building, St. Louis, have the general contract for a $400,- 
000 clubhouse for the Glen Echo Country Club. 

Fort Worth, Tex.—The contract for the installation of 
the heating and plumbing fixtures in the clubhouse of the 
Benevolent Protective Order of Elks has been let to the 
Beach Plumbing and Heating Co., 300 South Main street, 
at a bid of $31,500. 

Lowell, Mass.—Plans for the Masonic Temple to be 
erected on Dutton street call for a three-story, brick, steel 
and concrete structure, 80x175 ft., to cost $200,000. The 
drawings have been completed by Perley F. Gilbert, 53 
Central gireet, but, according to Charles Bartlett, chair- 
man of the building committee, final bids for the work 
will not be called for until next winter. 

Middletown, Conn.—C. M. Cannon & Son, 115 Wash- 
ington street, have been awarded the heating and plumb- 
ing contracts for the $350,000 Y. M. C. A. building to be 
erected at Crescent and Union streets. 

Plymouth, Mass.—Bids have closed for the proposed 
construction of the Masonic Temple on Court street for the 
Plymouth Lodge. Kendall, Taylor & Co., 142 Berkeley 
street, Boston, have prepared plans for a three-story brick 
structure, 50x90 ft., to cost around $100,000. 


Vancouver, B. C., Can.—The local Lodge of the Loyal 
Order of Moose has taken out a building permit for the 
erection of a temple. 

Sacramento, Calif.—Coffman,: Sahlberg & Stafford, 
Forum building, have been selected to prepare plans for 
the Eastern Star building to be located on K street be- 
tween Twenty-seventh and Twenty-eighth. It will be a 
two-story and basement structure and will cost approxi- 
mately $100,000. 

Lincoln, Nebr.—Fred W. Tyler is chairman of the build- 
ing committee which has charge of the $600,000 Masonic 


Temple construction here, for which preliminary plans are 


drawn, 


Port Arthur, Tex.—A. E. Scott is chairman of the build- | 
ing committee which is taking bids for the construction | 


of a $200,000 Masonic Temple. 
Richmond, Va.—Construction of a $100,000 clubhouse 
on the Richmond-Norfolk highway has been announced by 


Frank D, Berry, of New York, president of the Shoal Bay 


Club here. 











8 





THAVE YOU 


CONSIDERED TIME? 


Inferior radiator hangers will waste 
so much of your valuable time that 
often profits are deeply cut into, if 
not almost entirely lost. Moore 
Radiators are made to save time 
and one of their big features is that 
they can be so freely adjusted after 
they have been installed. This 
eliminates tedious alignments. 


Moore Radiator Hangers are made 
to carry all the new Tube and Slim 
tyre of Radiation. 


MOORE HANGERS ARE MADE 
IN SEVEN DIFFERENT STYLES 
ASK TO SEE THEM. 


Your jobber has them 


CARTY & MOORE ENG. CO. 


t H 
og Wall —_ (Incorporated) 
Single Row 611 W. Larned St., Detroit, Michigan 


RADIATOR, 
HANGERY 
































Have You 
Tried 


{OATEY ?} 
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know how simply 
and thoroughly a 
job can be done. 
They are made to 
fit al! standard pipe 
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ing. Try Oatey’s 
on jour next jo. 


L. R. OATEY CO. 


55CO Walworth Ave. 
Cleveland 23 Ohio 
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If you haven't tried 
Oatey Roof Flash- 
ings you do not 


and the angle of 
collar allows for 
caulking without 
buckling or break- 









































I 





aoeGoeG 








DOMESTIC 





Quick Sales—Good Profits with 
TORK DRAFT OPENERS 


Sell this $10 specialty to all your furnace 
and boiler customers. Any man will pay 
$10 for the pleasure of staying in_bed 
later winter mornings. The Tork Clock 
opens the draft for him, at any time he 
sets, and gives him a warm house when he 
gets up. He gets a big luxury at a very low 
price, with no waste of fuel during night. 


Here’s extra profit waiting for you. A 
reason for talking to old customers and 
examining their heaters. Often leads to 
sale of new boilers or equipment. Write 
us for full information. 


THE H. B. SMITH COMPANY 
Pioneer Makers of Boilers and Radiators 
Dept. A40, Westfield, Mass. 





The Saturday Evening Post 
as telling the consumer of 
this product. 








An Ounce 


of 
Prevention 


Boiler trouble is expensive. We don’t give McDonnell 
& Miller Duplex Water Feeders away, but they cost 
a lot less than trouble. Prevent burned boilers and 
cracked sections by installing McDonnell & Miller 
Duplex Water Feeders on all low pressure steam 
heating jobs, 





Ask for Bulletin D 6. 


v MSDONNELL & MILLER 
WRIGLEY BUILDING, CHICAGO 


(2) 


Eastern Warchouse Stock, Bush Terminal, N. Y 














RAINBOW 


Super Electric. Automatic 
WATER SOFTENER 


S 


"THE Super Electric Automatic is 
the most advanced type of water 
softener on the market today. It re- 
turns satisfactory profits to dealers 
because it creates customer good-will. 
If you want to keep up to date on the 
water softener situation, write for 


descriptive literature. 
ERING CO. 
oy .\eion | & 
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The VESTA SYSTEM 


for heating with fuel oil 


Clean highly efficient combustion from cheap 
fuel; positive ignition; absolute safety; and ad- 
justable for full heating capac- 
ity in furnace of any shape. 


Write for attractive local agency 
proposition 


J.S.&J.F. String, Inc. 
263 Washington Ave. 
Newark, N. J. 
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Akron, Ohio—Plans will mature soon for the erection 
of a $100,000 auditorium and clubroom by the German- 
Hungarian Mutual Aid Society. Financing has been com- 
pleted. George Dipple is president of the organization. 

Amherst, Mass.—Alpha Delta Phi fraternity will build 
a fraternity house from plans by Architects Andrews, 
Jones, Biscoe & Whitmore, 50 Congress street, Boston. 

Santa Barbara, Calif.—Contract has been let for the 
construction of the Knights of Pythias lodge building to 
be erected at 224 West Carillo street. 

Detroit, Mich.—A new $400,000 clubhouse for Gabriel 
Richard Council, Knights of Columbus, will be erected at 
8127 East Jefferson avenue. 

Miami Beach, Fla,.—The Royal Palm Plumbing Co. has 


the plumbing contract in the erection of the $130,000 
Bath Club. 


Riverside, Calif.—Plans will be completed shortly on 
the $150,000 Y. W. C. A. building. Miss Julia Morgan, 
Mechanics Exchange building, San Francisco, is the archi- 
tect. 


Marysville, Calif—Dean & Dean, California State Life 
building, Sacramento, are preparipg working drawings 
for a concrete lodge building for the Elks Club Building 
Association. Part of the structure will be used 
banking house. The cost will be $150,000. 


Industrial 


San Francisco, Calif.—Plans are being prepared by 
Bliss & Fairweather, Balboa building, for the new branch 
of Butler Bros. The building will be of reinforced con- 
crete construction and is to contain seven stories. It will 
be situated at the corner of Fremont and Howard streets, 
extending to Beale street. The cost has been estimated 
at $700,000." 

Los Angeles, Calif.—The Cosmos Art, Realty & Build- 
ing Corp. will be the owner of the projected 13-story and 
basement storage warehouse to be erected at 232-236 
Westmoreland avenue. In addition to the customary stor- 
age accommodations, the building will be provided with a 
kitchen and dining-room on the top floor. Arthur E. 
Harvey, 825 Black building, is the architect. 

Los Angeles, Calif.—Preliminary plans are under way 
by Architects Kernan & Miller, Board of Trade building, 
for a seven-story and basement structure of reinforced 
concrete to be erected on the block bounded by Fifteenth, 
Sixteenth and Imperial streets and Santa Fe avenue. It 
will be known as the Machinery Center building. 


for a 


Provo, Utah—Improvements consisting of a new build- 
ing to house additional stills and machinery at the Ironton 
plant of the Republic Creosoting Co. at a cost of $450,000 
will be made within the. next few weeks, according to the 
announcement of company officials. 


Salt Lake City, Utah—Definite decision to build a new 
and finer plant at Saltair has been reached by the Inland 
Crystal Salt Co., according to Isaac A. Clayton, manager 
of the company’s general offices in this city. The old 
plant was destroyed by fire on July 15 with a loss of 
approximately $250,000. 


Salt Lake City, Utah—The K. & K. Plumbing and Heat- 
ing Co. has been awarded the plumbing and heating con- 
tracts for the American Lady Bakery and for the Mulcock 
apartment house at First avenue and ‘“B”’ street. 

Buffalo, N. Y.—A new warehouse costing $300,000 will 
be built by the Terminals and Transportation Corp. on the 


| Hamburg turnpike. 


Portland, Ore.—Hastorf-Lord, Inc., has the plumbing 
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rection contract on the warehouse to be built for the Hawley 
erman- Pulp & Paper Co. 
n com- Menominee, Mich.—Fred LeBrun has been awarded the 
ion 
, heating and plumbing contract for the $100,000 packing 
| build plant to be erected here by the Twin City Packing & WADE 
\drews, Sausage Plant. 
ston, St. Louis, Mo.—The William H. & Nelson Cunliff Co. IRON 
or the has started work on the first unit of a new $250,000 plant SANITARY 
ing to for the Superior Enamel Products Co. at 6200 St. Louis PRODUCTS 
avenue on the St. Louis Belt and Terminal Railroad. The 
tabriel new plant will be grouped into two buildings, one large ; 
tod factory, 360x180 ft., and an office building, 80x30 ft. The utmost care in design, selec- 
Los Angeles, Calif.—Plans have been completed for the tion of materials and machinery 
0. has proposed $100,000 plant for the Blue Bird Laundry at are back of the Wade products 
30.000 3606 South Western avenue. A. Godfrey Bailey, Hill that you purchase. 

Street building, is the architect. ; 
tly on Houston, Tex.—The Missouri-Kansas-Texas Railroad In every purchase you make of 
orean, will erect a new freight depot at Gabel and Magnolia a Wade-made fitting, you pur- 
archi- streets at a cost of $225,000. chase years of experience backed 

Pontiac, Mich.—A new $150,000 building will be by an iron-bound guarantee of 
> Life erected by the Yellow Truck and Coach Co. here. satisfaction. 
hen Get the Wade catalog today—order 
from it for your own protection. 
tor a Schools ssc lai 








Vancouver, B. C., Can.—By the passage of the Great Wade Iron 
Vancouver technical by-law, $365,000 is made available Sanitary Mfg. wi as 
for a new school building to accommodate at least 1,000 Company C4 sang C0 


pupils, to be ready for the beginning of school in 1928. 
551 FULTON ST, 



















































d by F. A. A. Barrs, school board architect, will design the CHICAGO. ILL 
ranch building. , ; 
see Davis, Calif.—Plans are now ready for bids covering 
t will work on the two-story and basement, reinforced, modern 
reets, animal science building for the University of California. 
hated It will cost $275,000. William C. Hays, First National 
Bank building, San Francisco, is the architect. 
“a Oakland, Calif.—W. H. Weeks, Ray building, is finish- 
’ E ing plans for the Lockwood school annex to be located C Se | Bh k B ll 
pls at Seventeenth street and Sixty-second avenue. It will one a an a S 
ith @ be a concrete structure and will cost $120,000. Here’s a tank ball that comes 
rE Jackson, Miss.—Belhaven College, destroyed by fire to you, sealed in anindividual 
caused by lightning August 9, will be rebuilt in time for . 
the 1927-28 term, members of the board of trustees have carton. That seal is your 
wey announced. The loss was estimated at $350,000. The assurance of a tank ball, ca- 
thom pable of resisting years of 
sik. service. 

’ The Cone Seal Tank Ball is 
wii built of the best materials 
a money can buy. After it has 
000 satisfactorily passed every 
the test in our factories, it is sealed 

and passed on to you. 

new 
land This process 
ager makes it possible 
old for us to guaran- 
s of tee the Cone Seal 

Tank Ball to you 
xe in unusual terms. 
ock 

Lavelle Rubber Co. 
will Top row: William Schonhofen, chairman of the entertainment “uae ae 
the committee; C. F. Kalin; Victor Geersons.—Bottom row: Hazen ; pas 

Kunkel; Robert Sunquist.—All members of the entertainment 

: committee.—Photos taken at the recent outing of the De- 
ing troit association 
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building was a 3-story brick structure. The college is a 
girls’ school. G. T. Gillespie is president. 

Belmont, Calif.—O’Mara & Stewart, 218 Clara street, 
San Francisco, have secured the plumbing contract, and 
Charles H. Brown was awarded the contract for heating 
and ventilating, on the $250,000 steel and concrete build- 
ing for Notre Dame Convent. 


Oswego, N. Y.—Plans for the two new school buildings 
in this city will be ready soon. The estimated cost of each 
building is $250,000. 

Downers Grove, Ill.—The A. W. Murray Co., Hoopeston, 
has been awarded the plumbing and heating contract in 
the new high school to be built in this city. The contract 
amounts to between $50,000 and $60,000. 


Wash.—Plans are complete in the office of 
School Architect F. A. Naramore for the $170,000 Whit- 
tier school, and bids will be called shortly. This will be 
a two-story construction grade building. 

Crosby, N. D.—J. C. Canning, Williston, 
$25,972, has been awarded the plumbing and heating .con- 
tract in the new high school. Ira L. Rush, Minot, is the 
architect. 


Seattle, 


fireproof 
with a bid of 


Bridgeport, Nebr.—Bids will soon be received by the 
Board of Education for a 2-story, 120x138 ft. school build- 
ing to cost $100,000. Meginnis & Schaumberg, 405 Ne- 
braska State Bank building, Lincoln, are the architects. 
Anaconda, Mont.—The Klundt Plumbing & Heating Co., 
with a bid of $37,477, has been awarded the plumbing 
and heating contract in the new school being built here. 
Shanley & Baker, Great Falls, are the architects. 
Wauwatosa, Wis.—Bids are being received on the first 
unit of the new Junior-Senior high school to be erected 
at First and East Milwaukee avenue by Architects Herbst 
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& Kuenzli. The common council recently voted to issue 
an additional $150,000 in bonds for the new school. 
$100,000 in bonds has already been issued. 

St. Louis, Mo.—The contract for the plumbing work 
has been let to Thomas J. Sheehan & Co., 2233 Olive 
street, in the erection of the $200,000 Dental Clinic build- 
ing at 4559 Scott avenue, for Washington University. 


Baltimore, Md.-—The Board of Awards has let a con- 
tract at $40,450 to De Cou & Chidlaw, Eutaw and Biddle 
streets, for plumbing in schools Nos. 24, 25, 32, 33, 37, 
51, 83, 85 and 110. 

Herkimer, N. Y¥Y.—$98,000 has been voted by the citi- 
zens for the building of an annex to the present high 


school building. 

Racine, Wis.—The Thomas Heating Co. has been 
awarded the heating contract and P. J. Gallagher, Fari- 
bault, Minn., the plumbing contract for the Washington 
Park High School. 

South Milwaukee, Wis.—Bids will be received this win- 


ter on the $200,000 Junior High School to be erected 
here. Construction of the building will start in early 
spring. 





Marshfield, Wis.—Stadler Bros. have been awarded the 
plumbing contract and the W. S. Patterson Co. the heat- 
ing contract for an $80,000 addition to the parochial 
school here. Backes & Uthus are the architects. 

Hurley, Wis.—The Twin City Plumbing and Heating 
Co. has been awarded the plumbing and heating contract 
in the remodeling of the Lincoln School. The contract 
amounted to about $19,600. 

Wellesley, Mass.—Plans are being prepared by Archi- 
tects Henry & Richmond, of 12 West street, Boston, for 
an auditorium to be built for the Dana Hall School. 














PROVEN — 
that BRYAN boilers cut fuel 


costs 30 to 50%! 


Bryan Boilers are the result of years of study 
of the requirements for successful, economical 


For oil and gas burning. 


Oil Oil and gas demand certain boiler principles 
t which provide for the complete burning of 
the fuel without waste. 

Coal requires certain other and entirely 
different boiler features that are not at all 
satisfactory for oil or gas burning. 

Bryan Boilers have these oil and gas burning 
principles built into them. In actual tests, 


Bryan Boilers have proven that they reduce 
the cost of oil and gas 30 to 50%. 






or 


Gas 


Write for full information on how to take the high 
cost out of oil and gas heating with Bryan Boilers 


BRYAN STEAM CORPORATION 


Boiler Division PERU, INDIANA 


| 
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Churches 


Huntington Park, Calif.—The local Christian Church 
organization will build an edifice at Rita and Saturn ave- 
nues at a cost of $80,000. In addition to the Sunday 
school accommodations, the auditorium will seat 600 per- 
sons. De. Wight Kindig and Associate Architect H. Percy 
Sharpe, 451 North Western avenue, Los Angeles, have 
completed working plans, 

Grenada, Miss.—Plans and specifications are being pre- 
pared by Brodie & Surman, Birmingham architects, for 
the three-story brick, concrete and stone trim church 
building for the Methodist Episcopal church. The esti- 
mated cost of the building is $100,000. 

Spartanburg, S. C.—The plumbing contract has been 
let to Willis & Arnold, 115 South Church street, in the 
erection of the Clifton Methodist church. 

Racine, Wis.—Bids are being taken for a $125,000 
church to be erected here. Richer & BEiler, Reading, 
Pa., are the architects. 

Ardmore, Okla.— Work has started on a new $150,090 
structure for the First Baptist church of Ardmore. 


Glendale, Calif.—Plans are being drawn for a $200,000 
M. E. Episcopal church to be erected at the corner of 
Wilson avenue and Kenwood street. Arthur G. Lindley, 
410 American Bank building, is the architect. 

Worcester, Mass.—Plans will be ready Oct. 1 for the 
plumbing and heating of the church to be built in Salem 
Square for Notre Dame of the Ascension parish, Rt. Rev. 
Thomas O’Leary, bishop. Architect D. R. Baribault, 1550 
Main street, Springfield, is the architect. 

Hull, Mass.—Plans are in preparation by Architect 
John M. Gray, 175 High street, Boston, and will be ready 
for figuring soon, for a new church at Main street and 
Highland avenue for St. Mary of the Bay parish, Rev. 
Charles A. Finn, Allerton, Mass., is pastor. 

Wooster, Ohio—The First Presbyterian Church, S. M. 
Nesbit, 214 West Ninth street, pastor, will erect an edifice 
at a cost of $225,000. Plans are nearing completion. 

Mansfield, Ohio—The Park Avenue Baptist Church, hav- 
ing recently disposed of its old building, plans to erect a 
new edifice on a site yet to be selected. 

Cincinnati, Ohio—Plans are under way at the office of 
S. S. and G. H. Godley, architects, for a Jewish chapel 
to be erected at Rosedale, Price Hill, by the Beth Hame- 
drash Hagadol. 

Indianapolis, Ind.—J. W. C. Corbusier is architect for a 
$300,000 addition to be made to the Tabernacle Presby- 
terian Church. Plans are nearly completed. 

Salinas, Calif—W. F. Sechrest, of Watsonville, has se- 
cured the contract for the erection of the First Methodist 
Church here. The edifice will be of two-story construction 
and is to be situated at the corner of Lincoln avenue and 
Luis street. 


Hartford, Conn,—The Congregation Agudus Achim is 


soon to receive figures for a synagogue to be built on 
Greenfield street and Oakland Terrace, to cost about | 
$200,000. Berenson & Moses, 30 Allyn street, are the 
architects. 

Jacksonville, Fla.—Mark & Sheftall are preparing plans 
for a $200,000 Sunday school building for the Riverside 


Park Methodist Church. 


Brockton, Mass.—Edward T. P. Graham, 171 Newbury 
Street, Boston, has been commissioned to prepare plans | 
for a fine church edifice to be built on Lyman street and | 
Wendell avenue for St. Coleman’s parish. The project | 
will cost around $200,000. | 
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UMBING 
DECIALTIES 













Pere is a Hydrant Cess- 
pool that will accomplish 
the work expected of it 
and give years of satisfac- 
tory service. Install it on 
your next job. 








Write for Washington 


Fig. 23. Hydrant Cesspool catalogs now. 


The Washington Metal Products Co. 
Washington C. H. - - Ohio 














Duriron is the 
only sure pipe 
for acid waste. 
It lasts as long 
as the building. 





FES 


Duriron is produced only 


me DURIRON corres 








Reliable Service 


You can be assured of 
the reliable efficient 
service you need if you 
use Peters Pumps. 
They never fall down 
on the job. 


PETERS PUMPS 


Are built with two open ports in 
pump body to eliminate surplus 
air space. The suction cHamber is 
tapped on both sides so that 
pump may be set in any position. 5 

h 


Write for catalog 


PETERS PUMP COMPANY 


Kewanee, Illinois 





WHEELING 


SANITARY MFG. CO. 


Whreelts3g, WW. Vae 





High Grade Plumbers 
Ware Two-Fired 
Vitreous China 

Plate 100-E Lavatory on 
Pedestal. Two sizes— 
24x20 inches and 26x22 
Inches. 

Plate 126-E “The Tran- 
quil” all white Syphon 
Jet Water Closet Com- 
bination, including— 
Plate 125-E concealed 
jet syphon, to rough 
in at 12 inches: Plate 
218-E large size tank, 

_, With special fittings. 





















a) I 
Engineering Catalog 
Directory. 















104 DOMESTIC ENGINEERING September 10, 1927 





ck 


| | 
=~ Pama Fcc NPE 
MACHINE 


/ 








One man and a ROGACO Portable Electric 
Pipe Machine can do the work of four with 
hand tools. 


This remarkable machine is really portable, 
operating as it does from power from any electric 
light socket which makes it possible to use it 


anywhere—on the job or in the shop. 





Cuts pipe, reams and threads either right or left 
hand from % to 2 inches. 


| Write for details 
| ROBBINS, GAMWELL & CO. 
MANUFACTURERS 


PITTSFIELD, MASSACHUSETTS 

















Easiest to Sell! 


One white seat may look pretty 
much like any other, but when 


it comes to selling them—that’s 
another story. 


Details and prices on request. 


STANDARD TANK & SEAT CO. 
Camden, N. J. 





erect a new $150,000 to $175,000 building here. 


——— ———— a \ ‘ambridge, Ohio—Revised plans have been completed 
| 


| and bids are about to be taken for improvements involv- 
ing $100,000 on the First M. E. Church. 

Birmingham, Ala.—Work has started on the new audi- 
| torium of the Mt. Vernon Methodist Church at Twenty- 


fourth street and Thirty-fourth avenue, North, to cost 
$100,000. 
\ St. Louis, Mo.—St. Luke’s Roman Catholic Church, Rev. 
Joseph A. McMahon, pastor, 7232 Dale avenue, Richmond 
Heights, will erect a $175,000 church building at Dale 
and Bellevue streets. 

Aberdeen, S, D.—Architects Slifer & Abrahamson, 594 


Undicott building, St. Paul, Minn., are preparing plans 
for a $200,000 church for the Catholic congregation here. 


Institutions 


St. Petersburg, Fla.—The Florida State Masonic Home 


Cedar Falls, lowa—Architects Ralston & Ralston, Wa- 
terloo, have completed plans for an addition to the Sar- 
tori Memorial Hospital. 

Rosalia, Wash..—A Masonic Home to cost $100,000 is to 
be built near here. 


Syracuse, N. Y.—The A. E. Stephens Co., Springfield, 
Mass., has been awarded the contract for the erection of 
the new Syracuse Memorial Hospital building and began 
work September 1. 

Syracuse, N. Y.—The Edward Joy Co. was recently 
awarded the heating contract in the City Hospital on its 


bid of $19,999. 


Minneapolis, Minn.—The University of Minnesota will 
build a four-story hospital near the Elliott Memorial Hos- 
pital to cost $700,000. C. H. Johnston, 360 Robert street, 
St. Paul, is the architect, and the Pillsbury Engineering 
Co., 2344 Nicollet avenue, Minneapolis, are the mechan- 


ical engineers. 
St. Paul, Minn.—George M. McGeary & Sons, 157 West 


| Third street, have been awarded the plumbing and heat- 


ing contract in the four-story children’s hospital to be 


ciation and to cost $250,000. C. H. Johnston, 360 Robert 
street, is the architect. 


' Asheville, N, C.—The heating and plumbing contract 


\ 
| built on Pleasant avenue by the Children’s Hospital Asso- 


has been let to E. B. Wright, 172 Brevard road, West 


| Asheville, in the erection of the $110,000 hospital for the 


French Broad Hospital. 

Pulaski, Va.—Rupe & Thornton, of Radford, have been 
awarded the plumbing and heating contract in the erec- 
tion of the almshouse to be built on the Elkins farm 


between Pulaski and Dublin. 


Kenosha, Wis.—Mischler & Stein have been awarded 
the heating contract for the $175,000 Home for the Aged 
to be erected here. 

Boston, Mass.—Architects Ritchie, Parsons & Taylor, 
100 Arlington street, have plans for extensive alterations 


to Wards F, G, and H of the Boston City Hospital. 


Boston, Mass.— ‘cating, plumbing and other contracts 


| for the new buildings for the Boston Home for Incurables 
\ will be awarded soon. Specifications are in the hands of 


Kendall-Taylor Co., architects, 142 Berkeley street. The 
new buildings will be in Dorchester avenue and will cost 
about $250,000. 


Brookline, Mass.—Corey Hill Hospital, 232 Summit 


avenue, is to build an addition. Plans are in preparation 


| by Kendall, Taylor & Co., 142 Berkeley street, Boston. 
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Municipal and Government Work 


Salt Lake City, Utah.—The McAllister & Duncan 
Plumbing Company has been awarded the heating con- 
tract on the United States bureau of mines new building 


at the University of Utah. 


Jefferson City, Mo.—The Reed Co. has the plumbing, 
heating and ventilating contracts on the $250,000 cell 
house for incorrigibles. 

Columbia, Mo.—Eckel & Aldrick, St. Joseph, Mo., are 
drawing plans for a $250,000 city hall for this city, of 
which W. J. Hatzler is mayor. 


Virginia City, Mont.—The Harry L. Hanson Co., Butte, 
has the heating contract for the court house. 

Poplar Bluff, Mo.—cC. E. Davenport is chairman of the 
building committee to let a contract for rebuilding the 
$250,000 Butler county court house, recently destroyed 
by a cyclone. Plans are in course of preparation. 


Caldwell, Tex.—The Board of County Commissioners 
of Burleson county has completed plans for a $150,000 
court house. 

St. Louis, Mo.—The DeBord Co. has the $31,890 plumb- 
ing contract in the erection of the new St. Louis police 
building. 

Kast Cambridge, Mass.—Architect Charles R. Greco, 11 
Beacon street, Boston, has been selected to prepare plans 
for an additional court house unit for the Middlesex 
County Commission, which will be used as a registry of 
deeds. The project is estimated to cost close to $250,000. 

Berkeley, Calif.— Bids will be called for shortly cover- 
ing work on the $150,000 memorial building to be erected 
on Center street. Henry H. Meyer, Kohl building, San 


Francisco, is the architect. 








7 r 
C'&.S' Shower Bath Shields for Beauty and Profit-- 





C & S Shower Bath Shield 


PATENTED 
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Top picture: W. J. Wade, Bridgeport, and Fred Terwilliger, 

of Thatcher Co.—Bottom picture: H. N. Wilson, Standard 

Sanitary Mfg. Co.; F. R. Larkin, of Stamford, and L. F. 

Spaulding, of Woodward-Wanger Co.—Photos taken at the 

recent annual outing of the Fairfield County (Conn.) Master 
Plumbers’ Association 


Montgomery, Ala—Plans and specifications for a two- 
story concrete, tile and stucco barracks building, which 
will cost $200,000, have been received at Maxwell Field. 
Major Water R. Weaver is commanding officer at Max- 
well Field. 

Oklahoma City, Okla.—A new $250,000 municipal mar- 
ket building will be erected here. 


Bentonville, Ark.—The Stewart-McGehee Construction 





1 
| 


No bath room that is strictly modern is without 
shower bath shields—not only are they things 
of beauty but they serve their purpose far 
better than the canvas curtain that is so in- 
convenient and unsightly. 


C& S Shower Bath Shields are demanded for the 
best private homes, clubs, apartments and hotels, 
They are big profit makers for the plumber who 
installs them 


Order them from your jobber. 
Catalogue upon request. 
CRIST & SCHILKEN CoO. 
Established 1903 
500-508 37th St. Pittsburgh, Pa. 




















Ae door that opens way to bigger profits 
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Co., Little Rock, has the general contract for the $200,000 
| court house. 


| Jefferson City, Mo.—The state highway commission will 
| purchase a site for the building of a new building for 
| which the last legislature appropriated $350,000. 
| 










Cumberland, R. I.—The United States Treasury De- 
partment is arranging details for the construction of a 
large hospital for veterans. A site has been secured on the 
Diamond Hill road and Architect James A. Wetmore, of 
Washington, D. C., is making preliminary sketches, 

Winchester, Mass.—The town of Winchester has had 
plans drawn for a new library building which it is pro- 

|} posed to have erected at the corner of Mystic Valley Park- 
way and Washington street. Edgar J. Rich, 6 Beach 
| street, Boston, is chairman of the building committee. 


| 
| 
| 
Stockton, Calif.—Plans will be ready for bids early in 
\ 


Burt Circle Saw cuts holes 
quickly and perfectly. Heads 
are made in sizes from 34” to 
4, Price $5.80 for 34” to 2” 
pipe sizes complete. 


Burt Brass" Tank Tubes made 
in 48” and 54” lengths. No 
storage tank should be with- 
out a Burt Tube. 

Priced to Sell in Quantity. 














September for the State of California’s new three-story, 
concrete hospital building. The structure will accommo- 
date 360 patients and will cost $250,000. 

Lonoke, Ark.—A new $200,000 court house for Lonoke 
county will be erected here at once. 

Fort Humphrey, Va.—W. F. Gerhardt, 2015 West Broad 
street, Richmond, has been awarded the plumbing and 


heating contracts for the new barracks. The award 
amounted to $65,000. 

El Dorado, Ark.—A new El Dorado city hall and Mu- 
EXPANSION SHELLS nicipal building will be erected soon at a cost of $125,000. 


Make their own hole and stay tight as long as the wall Bowbells, N. D.—The Minot Plumbing & Heating Co., 
stands. All that is necessary is to drive them into place. Minot, has been awarded the plumbing contract, and the 


American Plumbing & Heating Co.,. Minot, has been 
PHILLIPS DRILL COMPANY 


awarded the heating contract in the three-story Burke 
1537 Cortland Street, Chicago, Illinois County court house being built at a cost of $130,000. 
CALI \ Toltz, King & Day, Inc., thirteenth floor, Builders Ex- 
change building, St. Paul, Minn., are the architects and 

engineers. 


























SELF DRILLING 























| Air-Tight Steel Tank Co. 


PITTSBURGH, PA "Stores and Ofte Buildings 


Los Angeles, Calif.—A building permit has been ap- 
plied for covering the erection of a six-story and part nine- 
| story department store building for the Hollywood and 
Vine Building, Inc. Fred R. Dorn, 525 Rives-Strong build- 
| ing, is the architect. The cost will be $350,000. 


San Francisco, Calif.—Plans will be ready soon for 
bids covering work on the $500,000 addition to the medical 

















TANKS FOR: High | Office building at Van Ness avenue and Jackson street. 
water eysteme—Gescline and oil ¥ ted fil storage Oil bu ime C sees | Clausen & Amandes, Hearst building, are the architects. 

| eRiactadinataee Re atiecee _ Phoenix, Ariz.—Curlett & Beelman, Union Bank build- 
ing, Los Angeles, Calif., are preparing plans for the 8- 








story store and office building to be erected for the Security 
Building Co. The cost will be approximately $600,000. 


Los Angeles, Calif.—Subcontracts will be made shortly 
in connection with work on a 12-story, $750,000, store 
and loft building to be located on Los Angeles street, near 
Seventh. W. Douglas Lee, 704 Textile Center building, is 


the architect, 
Bakersfield, Calif.—Austin & Ashley, Chamber of Com- 
merce building, Los Angeles, have prepared preliminary 


plans for a ten-story and basement office building at Eigh- 
teenth and Chester streets, for the First National Co., 


You'll find many more 
interesting and profit- 
able items besides this 
combination in the 
Jones catalog — write 


i 


for it today. 
Jones Hollow Ware Co. Bakersfield. 


Baltimore, Md. Helper, Utah.—A new business block is being planned 


by the Helper Securities Co., and contracts will be let in 
| the near future. 


} San Antonio, Tex.—The contract for plumbing, heat- 
ing, ice water system and piping for the ventilating sys- 
‘tem for the new Milam Building, Travis and Soledad 
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streets, has been awarded to A H. Shafer, 418 North St. 
Mary’s street, 


Rochester, N. ¥Y.—The General Railway Signal Com- 
pany will erect a brick and tile addition to an office build- 
ing in Lincoln Park. One addition will be three stories 
110x127 ft., and another one story 43x48 ft. They will 
be used for offices and restaurant. The estimated cost. is 
given at $183,000. Gordon & Kaelber are the architects. 


Omaha, Nebr.—The Branders Investment Co. will build 
a 6-story, 32x120 ft. store and office building at Fifteenth 
avenue and Douglas street to cost $100,000. George B. 
Prinz, 1037 Omaha National Bank building, is the 
architect. 

Mason City, lowa.—cC. T. Evans has been awarded the 
plumbing and heating contract in a 3-story, 60x90 ft. 
store and office building to be built by W. C. Bagely and 
A. F. Beck, to cost $90,000. Hansen & Waggoner, 426 
M. B. A. building, are the architects. 

Minneapolis, Minn.—vThe Pierce Holding & Develop- 
ment Co., W. W. Heffelfinger, president, will build a 6- 
story medical office building at the corner of Tenth street 
and Third avenue, South, to cost $400,000. Bertrand & 


Chamberlin, 616 Northwestern Bank building, are the 
architects. 


Syracuse, N. Y.—The J. F. O'Connor Sales Co, has 
awarded a contract to the O’Brien Construction Co. for 
the erection of a new three-story automobile sales and 
service station. The new plant will cost $225,000. 


Theaters 


Platteville, Wis.— Bids are being taken on a $100,000 
theater and office building to be erected here. Simmons 
Service are the architects. 

Ironwood, Mich.—A. B. Donaldson, Minneapolis, Minn., 
has been awarded a $23,276 plumbing and heating con- 
tract for a theater to be erected here. 

Baltimore, Md.—Plans have been filed for a new motion 
picture theater for Baltimore, to be built at 521 North 
Howard street. It will be under the direction of the 
Washington Guild, which operates two motion picture 
theaters in Washington. 


Fitchburg, Mass.—Bids will be asked the latter part of 


September for the proposed $300,000 theater being 


planned by Architect George Nelson Jacobs, 9 Bosworth 
place, Boston, for the Kenmore Realty Co. 


Troy, Ohio—Awards for work to be done on the new 
theater to be erected here have been made as follows: 
heating and ventilating to the Columbus Heating and 
Ventilating Co., of Columbus; plumbing to George 
Schnell. 

Pasadena, Calif.—Work has started on the plans 
for a new theater building for Pantages to cost $600,000 
to be erected at the corner of Colorado and Hudson 
streets. B. Marcus Priteca, 913 Pantages building, is the 
architect. 


Colton, Calif.—Plans will be drawn soon for a theater 
building to cost $100,000 to be erected at Mount Vernon 
avenue and Fox street. The theater is for the Brunk 
Theater Co., and is designed to be an inter-city amuse- 
ment house for San Bernardino and Colton. 

Sioux City, Iowa—The Hipsking Heating & Plumbing 
Co., Fort Wayne, Ind., has been awarded a $25,000 plumb- 
ing and heating contract in the new theater building he- 
ing built at Sixth avenue and Pierce street by the Frances 
Building Corp., to cost $1,750,000. Rapp & Rapp, 190 
North State street, Chicago, Ill., are the architects. 
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| Bigger Profits 


Fealth-o-Meter 


Automatic Bathroom Scale 








Because of its unquestionable 
efficiency and unequalled 
economy the Health-O-Meter 
is a fast selling home scale. 
The demand increases daily 
and now is the time to order 
these in preparation for sales 


that mean bigger profits for 
you. Write for details today. 





Jor Every Home 


Continental Scale Works 


5701 Claremont Ave. 
Desk 68-1 CHICAGO, ILL. 









eee 





Lion Brand Seats 











Lion Brand Seats retain their fine finish even 
after years of hard service. The varnish used is 
of the highest grade and absolutely waterproof. 
Lion Brand Seats are made of the finest kiln- 
dried lumber and will prove a real economy 
because of their long wearing qualities. 


Ask Your Jobber 
THE OLMSTEAD- THOMSON MFG. CO. 


| NEW BRITAIN, CONN | 
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S LWIMMIINE - Pool EWS 

Auburn, Nebr.—A municipal swimming pool is to be 
built just east of city limits. S. W. Eustice is city clerk. 

Shoshone, Ida.— Jack Oughton has the contract for a 
municipal concrete swimming~ pool on Little Wood river 
with dimensions of 25x50 ft. with varying depths. 

Kelso, Wash.—The Castle Rock fire department is mak- 
ing plans to build a swimming pool on a tract of land 
back of the city hall. 

Hutchinson, Minn.—Plans are being considered for 
construction of a municipal swimming pool on the south 
side of the river just off Main street. 

Indianapolis, Ind. —The City Department of Public 
Works will erect a swimming pool and bathhouse in 
Ellenberger Park at a cost of $40,000. 

Roundup, Mont.—The city is planning to build a park 
which will contain a swimming pool. 

New York City.—The New York Swimming Pool, Inc., 
Aubrey Mittenthal, president, 300 West Forty-ninth street, 
is taking bids on a new $65,000 swimming pool. 

Mosinee, Wis.—Joseph Kopchinski has the contract for 
construction of a 60x120 ft. swimming pool. 

Hillsborough, Calif.—R. B. Henderson is taking bids on 
the construction of an outdoor theater and swimming 
pool to cost about $50,000. 

Raleigh, N. C.—The Tar Heel Club, of which R. A. 
Wadsworth is secretary, is constructing a club house, boat 
house and swimming pool. 

Taft, Calif—H. H. Pursel, president of the State Bank 
of Taft, has purchased a site at the junction of the Mari- 
copa and Taft highways and the county road leading into 
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W. B. Gould, secretary of the Atlantic City, N. J., association, 
with the office force of D. H. Moore, enterprising master of 
that city. They are, left to right: Mr. Gould; R. Needham, 
superintendent; R. Shoemaker, office; Miss O'Neill, stenog- 
rapher; David H. Moore; Lewis Wagle, sales manager 


the south side of Taft, and plans expending about $150,000 
on a year around swimming pool and amusement resort. 

St. Charles, Mo.—A movement is under way for the 
construction of a public swimming pool here. 

Murray, Ky.—The Murray Consumers’ Coal and Ice 
Company, has begun work on the erection of a swimming 
pool at the ice platform, Fourth street. The pool will be 
60 by 120 ft. and will be built of concrete and vary in 
depth from two feet to 10 ft. 

Bradenton, Fla.—Gordon B. Knowles and associates 
are interested in constructing a swimming pool here. 

Columbus, Wis.—Bids are being taken on a swimming 
pool to be built here by the American Legion. 

Little Rock, Ark.—A swimming pool will be constructed 
at the Arkansas Training School for Girls soon. 

















; 3 Inch Portable 


Built and Guaranteed by 





This Pipe Machine means Profit 


THE CURTIS DIEHEAD makes the difference 


This diehead, backed by a half-century of experience, has 
given satisfaction to over 30,000 users. The common sense 
method of holding the pipe stationary and revolving only 
the light diehead, enables us to offer machines with many 
distinguishing features not found elsewhere. 


Low first cost, simplicity of operation and a big saving in 
operating cost give tremendous economies. 


Have you SEVEN DAYS’ work a year for a pipe machine? 
It will pay you to investigate the Curtis, for such a machine 
will pay dividends over a ten-year period. 


Full Line HAND—BELT—ELECTRIC 
Models 14-2; 1-3; 1-4; 1-6; 1-8; 214-12; 8-16 inches 


for you 


e THE CURTIS & CURTIS 
COMPANY 


Main Office and Factory 318 Garden St. 
Bridgeport, Conn. 
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Not Every Home Has Gas 


But Every Home Can Enjoy 
Hot Water Service 24 Hours a Day 









H otstream Kero- Hotstream is the only Water 
sene Heaters solve (7° a,iaccmigs to, use the 
the problem—sup- PATENTED 
plying hot water KEROGAS 
for domestic use in “* BURNER ““" 
abundance. They 
open a wide new 
field for the plumb- 
er, presenting a 
most extraordinary 
source of profit. 


The Quadruple Coils of Copper 


Hotstream efficiency is due 
to the very large surface 
these coils expose to the 
flame, together with the 
patented ‘‘Kerogas” Wick 
Burner. Hot Water is pro- 
duced on the first circula- 
tion. The flame is noiseless 


No. 20 K. W. 


<S> and sootless. 

i a = ) ’ Made in three types—to 
= pein x LB Ton | suit every need—20 K.W. 

8, a for average size homes. 20 


G.K. for larger demand, 
and Twin K.W. for supply- 
ing extraordinarily heavy 
requirements. 





Hotstream Kerosene Heaters will enable you to get 
MORE than your share of the water heater business. 


LET’S GO! 
THE HOTSTREAM HEATER COMPANY 


“‘Makers of Heaters That Heat’’ 
CLEVELAND, OHIO 


BRANCH OFFICES: 


627 Washington Blvd., 269 W. Richmond St., 509 Wilcox Bldg., 1045 Wayburn Ave., 
Chicago, Ill. Toronto, Ont., Canada Los Angeles, Calif. Detroit, Mich. 
892 D: 1 Bldg. Rialto Bldg. 1715 California St., 210 E. 45th St., 
Philadelphia, F.. San Francisco, Calif. Denver, Colo. New York City 
711 Dekum Bldg., 238 Main St. 426 Trust Bldg., 
Portland, Ore. Cambridge, Mass. El Paso, Texas 


Manufacturers of a Full Line of Gas and Kerosene Heaters— 
Standard, High Grade Products Built to Give Lasting Satisfaction 
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A TREASURE CHEST 
Of INFOR@ATION 


For the Buyer of Plumbing and Heating Supplies 


Domestic Engineering Catalog 


Standard Catalog 


Directory is a catalog file system- sce 1403105 
atically arranged in the most convenient 13,000 illustrations. 


form for desk use, and a complete purchasing 
guide all bound under one cover. It saves the time 
of filing and looking up individual catalogs and aiid 


for new ones that are missing or out of date. 


Catalogs of 469 manufacturers appear in the 1927 edition. Many 
more will be represented in the 1928 (sixth) edition. To have all this 
matter bound together and indexed is sucha great convenience, that the 


Directory is rapidly replacing the old methods of handling catalogs. 


All data is revised or verified for each edition. This gives manufacturers the advan- 
tage of keeping their catalogs up to the minute and assures the buyers of 
having the latest available information. 


Following the Catalog Section is an alphabetical list of manufacturers 


with complete addresses and a Classified Section listing over 2000 
plumbing and heating items. The thorough system of in- 
dexing makes it easy for buyers to locate sources of supply. 


roe ale tore Domestic Engineering Catalog Directory 
Price $5.00 @ copy, is recognized as the direct point of contact 


between the manufacturer and distributor 
of plumbing and heating supplies. 


Published by 


Domestic Engineering Co. 


1900 Prairie Avenue CHICAGO, ILLINOIS 
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“SY” GETS A RETORT 
Maybe you'll remember the little ditty we published a bit 
back. It went like this: 
I am the head of my home, I am. 
I do as I please and I don’t give a — —. 
If splashes of ashes go falling galore, 
All over the rugs on the living-room floor; 
Nor how many dishes pile up in the sink, 
And I don’t give a rap if the cat wants a drink. 
For I am the boss of my own habitation— 
While my wife is away on her summer vacation. 

Well, “Sy” Martin, of Owensboro, Ky., sent that in, without 
fear or favor. They breed brave men down there in Kentucky 
—or else their wives don’t read the trade papers. Anyway, 
“Sy” sent it in, and we printed it. L. M., a friend of “Sy’s,” 
clipped it and sent it to a friend of his, whose wife was away 
on a vacation. This is the reply which comes back to us, 
friend to L. M., to “Sy” to “Pipe Lines”: 

Your poetry’s fair, but will get you in Dutch, 

You're feeling real strong, but you're crowing. too much; 

Every splash on the rug, every dish in the sink, 

Is merely the courage that comes from the drink. 

Every morning the habit of blinders and rein 

Will put you to work to clean up again. 

Your wife is away, you may even get drunk, 

But the rest of the drivel is only the bunk. 


MORE TROUBLES OF THE NEWLYWED 

Bride (at telephone): Oh, John, please come home right 
away. I’ve mixed up the plugs somehow and the radio is all 
covered with the frost, and the electric ice box is singing 
“Red Hot Mamma.” 

re eee of 
THANK W. W. H. FOR THIS 

A Kansas editor decided to do his own society writing. 
Here is one of the paragraphs from his story of a big wed- 
ding. 

“It was a wonderful wedding. The girl was as sweet as any 
girl who ever lived, but modern. As she walked up the aisle 
on her father’s arm, her lips lightly tilted at the corners in a 


happy smile, she was a picture of modest beauty. Her filmy 
wedding gown and gossamer veil floated around her fair 
blond head like a halo. She was as nearly an angel as girls 
get to be in this world. At the altar, as she passed from her 
father, the man she had always loved, to the man to whom 
she would devote the rest of her life, her dainty slipper touched 


a potted lily resting on the floor and turned it over. Smiling 
again she turned to the dear old pastor, waiting at the 
chancel, and said: “That was a hell of a place to put a lily.” 


A BAD JAMPHOR HIM 
Said the moth, as he sniffed at the camphor, 
I’m sorry I’m here where I amphor 
Some things that I eat 
Taste pleasant and sweet, 
But camphor I don’t give a damphor.” 
P. G. N., Chicago. 


Don’t take the world too seriously. You'll never get out of 
it alive. 


“SY” SEZ 
A college professor is a guy who can tell you all about 
the Fifty Egyptian dynasties but forgets where he left his 
umbrella. 


The shingle should be considered the best board of educa- 
tion. 


Whatever is preying on the modern girl’s mind will starve 
“SY” MARTIN, Owensboro, Ky. 


to death, 


Only fifty weeks to my next vacation, LX T. 
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RIVERSIDE 


DRUM TRAPS 
Black or Galvanized 


Nickel Plated Covers with fibre gaskets 
furnished if required. 


Several combinations of openings car- 
ried in stock with 114-inch and 2-inch 
openings. 
Write for catalogue 
Riverside Foundry & Galvanizing Co. 
KALAMAZOO, MICH. 

















You will have no 
trouble installing 
an Overton Roof 
Flashing—they 
are made with sim- 
plicity the second 
thought to quality 


OVERTON 


Is the name to look for on all roof flashings 
il means everything you desire. 


BUTLER MFG. CO. MINUEAOLIS 











‘MARTIN 








A. 





This name is a syno- 
nym for strength, long 
life and time and labor 
saving ability when it 
is connected with the 
Portable Vise Stand 
and Pipe Bender. Get 


our catalog now. 


H. P. MARTIN & SONS 











626 EAST 2nd ST. OWENSBORO, KY. \ 











TANK NOISELESS Frmins 





Curtin Fittings are especially 
effective where alkaline waters 
are encountered. 


Their bronze and copper construc- 
tion are unimpaired by hard 


water action. 


For quiet refills and leakproof tanks 
install Curtin. 


Standard equipment in the 
finest bathroom units 


A. F. CURTIN VALVE CO. 
MEDFORD, MASS. 





Nationally advertised 
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| & Day Ma 
: ath a ‘Day —Movement 
NUS With the school season once again in full swing, alert master 


plumbers are offered an opportunity to carry on an educational 
EN ! campaign in their communities by dis- 


tributing “The Story of the Bath’ 

The Largest Selling Quality Pencils among the school children, as has al- 
in the World _ cs 

ready been done in 165 citics and 

The Lead is absolutely free from towns in the United States. The value 

gzit or even the slightest coarse- : : “ ie . 

ness; remarkably smooth and of such effort is amply proven by the 


long-lasting. fact that some of the largest organi- 
Each of the 17 degrees are uni- 









| 
| 
Ie 
| s 
gree—always. pone to the schoolchildren, they are advancing their 


fonts Wh puaey Qolut at dean de> ations in the country feel that in carrying their educational 
The wood is specially selected ce- interests. 


dar, of the best quality obtainable. 


kes th . . : 
Bhole perteetes geass Som y IS not only that, in educating the school children of 


to the last inch. today the business world is educating the consumer 


ine Satine meneame Pe of a few years hence. It is a much closer opportunity 








recognized throughout the world. | than that. Children carry home what they learn in school. 
17 Black Degrees ) Every mag in which aay is a hilt heted child oi more 
3 Copying or less influenced by that child. It is in contact with the 
Sestitih nena’ | world outside the home. What it sees others have, what 
. ni C5B4EIB | it learns that others have, it wants for itself or for its 
THIN, For writing, sketching | own home. 

NIQUE I Reece cer ll | Older people are apt to be contented with what they 
Couiaen Bea 2H-3H-4H-5H-6H have. Not so the child. Teach the child that music 
a alaiiaid ate 0 | is a great thing to have in the home—and the child 

Make fine lines for figuring, check. , , 7 ie " 
ing, sketching, blueprints,etc. J pyain Ends—per doz. $1.00 | begins to ask for music in the home, for a piano, a 
Blue Purple Pink Rubber “ —per doz. $1.20 | phonograph, radio.. So, teach the child the habits of 
—_— oe ee At Seationers and Stores | cleanliness, the healthful effect of frequent bathing, and 
White Yell 20 throughout the World | he carries home that message. He becomes thus a direct 


$1.20 per doz. Ameticon teed PonciiCo. influence in the home for better bathing facilities. If 
218 Fifth Ave., New Yor | he’s an active boy, interested in athletics, he’ll want a 














shower—perhaps he’ll want his own shower installed in 

| the basement. 
If you have never read “The Story of the Bath’ write 
| for a free copy. When you’ve read it you'll understand 
\ why men in 165 cities and towns have thought it a good 


| thing to give to the school children. 


Epigrams—For Your Use 


Every boy knows that. home is the best filling station. 
*- * * 











Bungalow to 
Club or Estate | 





How we enjoy a man who has no troubles to tell. 
> - - 


| 
| A young man often takes a girl’s hand before asking 


Specify Kewanee. Then you will | tor it, 


know the installation is correct, 


whether for bungalow, country club 
| y ' ives i ing is 
at cetene. Tie we a Kewanee Sor The only one who gives you something for nothing 


* + * 





. | the weath : 
every private water supply, ore KEWANEE a on . " . 
ight or sewage disposal need. “Bungalou 
lig nae e e iQ y eng A man has to settle down before he begins to rise. 
The name ““Kewanee”’ protects your pli * * ® 
> NOW $125 : a 

reputation. It assures you a good ith Fin: Some mens’ natural bent is like a corkscrew. 
profit and lets you keep it by reduc- discount to 

dealer } 
ing servicing to a minimum. | RICHMOND BOROUGH MASTERS PLAN OUTING 
Send for the latest Kewanee printed } The annual outing of Richmond Borough branch of the 
matter. Find out how profitable the | Master Plumbers Association of the City of New York, will 


200 Kewanee Systems can be for you. be held at the Elks Club, Oakwood, Staten Island, on 
Saturday, September 24. George W. Foote is chairman 


| of the committee in charge. 





: KEWANEE PRIVATE UTILITIES COMPANY 


417 Franklin Street, Kewanee, Illinois 





Original Pressure Tank Water Supply 
Manufacturers 


@Kewan EE® 


Allen W. Beam, chairman of the board of directors of 
the Maryland Master Plumbers’ Association, has the sym- 
pathy of his many friends on account of the death of his 
wife, Mrs. Mary A. Beam, on August 19, after an illness 


| which lasted nearly two years. 
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PATENTS 


Heating Department 


1,636,089. Radiator Cover. Albert Edgar Blackman, 
Mount Vernon, N. Y. A radiator cover having a plurality 
of openings, a humidifier for moistening the heated air 
arising from said radiator, said openings being provided 
for obtaining access to the radiator valves and for the in- 
troduction of the humidifier within the cover, said cover 
being adapted to support the humidifier near each of said 
openings, whereby the humidifier can be introduced into 
the cover through one opening or another into its sup- 
ported position without interference with the valves of 
radiators having valves in different positions. 


“3. 
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1,636,039, 2 DS Se : 

















1,635,404, 


1,635,404. Hot-Water and Steam Heater, Wallace F. 
Goodnow, Greenwich, Conn., and George H. Vickers, East- 
wood, N. Y., assignors to Pierce, Butler & Pierce Manufac- 
turing Corp., Syracuse, N. Y. A water heater comprising 
an upright shell having a combustion chamber and a smoke 
flue above the combustion chamber and both extending 
from the front wall to the rear wall of the shell, said shell 
having separate uprights fire passages connecting opposite 
sides of the combustion chamber with corresponding sides 
of the smoke flue, partitions extending vertically between 
the top of the combustion chamber and bottom of the 
smoke flue and between opposite upright fire passages, and 
baffle plates rotatably mounted in said fire passages at 
opposite sides of the partition for regulating the passage 
of the products of combustion from the combustion cham- 
ber to the smoke flue. 
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KNOTT SEATS 





Each Knott Seat, before be- 
ing passed into stock, must 
pass a rigid test which tries 
its entire structure. You are 
thus assured a seat that is 


O. K. when you buy or spec 
ify ““Knott.”’ 








KNOTT MFG. CO. [240° 








A COMPLETE LINE OF 
BRONZE ~’ IRON-BODY 
VALVES 
- built? 


LUE jor 
- lon 


life 


*mMAXIMUM ‘seRvice PER “pouar” 





SCOTT 











ey More Sales More Profits c 


The Red Ring John- S775 
son Gas Lighter prac- =| = 
tically sells itself. 
Customers can see at 
a glance the conven- 
ience it will bring to 
them. Sell a Johnson 
Lighter with every 
heater you install— it 


7A IAS means more profits 
Saas 


a a : for you. 

hook on wall pate vp Ask your jobber today 
stairs, lig eater in 

basement. Dropping JOHNSON MFG. CO. 
= one ae 10226 Woodward Avenue 
ACTION, DETROIT, MICHIGAN 
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POWERS TANK 
THERMOMETER 
HOT WATER 

















asset. 


o callbacks. 


built on satisfactory service is your biggest 


Your market for this profitable staple is growing from year 
to year. 


Write for illustrated descriptive bulletin. 
THE Powers REGULATOR COo- 


IO years of specialization in temperature control 


2716 seamen AVENUE, CHICAGO. Also New York, Boston, Toronto 


31 other offices. See your telephone directory. (3258B) 


pangovosen2angasaniOOaIAANIAII2ONy 


" Double 1 Profit for You 


OUTLET, 
/ frawgesne") You can make a two-way profit every time you install a 


Powers Hot Water Tank Regulator. 
(1) In cash. A good profit margin—all yours. A Powers Regulator 
is easy to install, and troubleproof. N 
(z) Because ACCURATE, adjustable to various temperatures, de- 
pendable, and long wearing, the Powers Regulator gives complete satisfac- 
tion. Customer bene we 


TE OCS 


Ww 


*RegaeANANAOONNNNNS ARRAN NNNARRS 
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Stopping leaks in boiler breeching 
—extreme heat does not impair 


SMOOTH-ON NO. 1 


—— 


SSmooth-On No. 1 
applied like putty to 
fill cracks in boiler 
breeching and stacks. 
is an infallible and perma- 
nent cure for leaks at these 


joints, because it holds tight 
and stays tight. 


Filling the crack with Smooth-On No. 1 takes but a 
few minutes, stops short-circuiting of the draft and keeps 
the noxious gases from escaping into atmosphere where 
they do not belong. 


This is but one of many minor power plant applica- 
tions where only Smooth-On No. 1 can produce perfect 
results at low cost in comparison with any other practi- 
cal repair. 

That is why many an experienced old time Engineer 
and many a progressive younger one would no more be 
without a small supply of Smooth-On No. 1 than he 
would do without his favorite pipe wrench. 

Until you have read the handy condensed Smooth-On 
Handbook you can’t begin to realize the wide usefulness 


of different kinds of Smooth-On or the big money and 
labor savings they assure. Mail the coupon for your copy. 


Get Smooth-On No. 1 in 1 or 
d-1b. can or 25, 50 or 100-lb. keg 


from your nearest dealer or 
if necessary direct from us. 





This Book FREE 
if you return this coupon 


Twentieth Edition — Completely _re- 


aoe written—136 pages of new data—193 

diagrams, pictures and practical hints 
ge NE Be on at least 200 different uses for 
Pee gr cree .§ Smootn-On. Every progressive en- 


gineer should have this book—get your 
copy now. 














Smootu-On Mere. Co., 
Dept. 12, 570 CommuniPaw AveE., Jersey City, N. J. 


Please send copy of the SmoorH-On Handbook. 
20th Edition. 


Name.. 


RUN 555 dvb 5a nck Seise ce ovesi ve cebeiak 
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1,636,169. Liquid-Fuel Heating Apparatus. Charles H. 
Chalmers, Minneapolis, Minn. In a liquid fuel heating ap- 
paratus, the combination of a fuel-spraying nozzle adapted 


upwardly to spray liquid fuel, a drip-pan surrounding said 
nozzle, a target adapted to be supported above said spray 
nozzle whereby the fuel may be sprayed upwardly there- 

















against, a demountable auxiliary drip-collecting means ex- 


tending upwardly and outwardly beyond the periphery of 
the drip-pan, and means demountably to secure said aux- 
iliary means to the drip-pan. 


Plumbing Department 


1,634,539. Laundry Apparatus. Walter A. Frantz, 
Cleveland, Ohio. A laundry device comprising a hollow 
pedestal and a unitary tube rotatably supported thereon 
having a plurality of compartments adapted for the inde- 






SY 






SSS 
r 


Sa 


| 
ey 
pendent reception of liquids, each compartment having an 
independent discharge outlet which communicates with the 
interior of said pedestal. 


Z 
V Zllllllle 


* * * 
1,635,875. Faucet. William F. Albrecht, Salt Lake 
City, Utah. A faucet of the class described comprising 4 


body, an internally threaded barrel removably fitting in 
the body and capable of being reversed in the body, a 
washer carried by each end of the barrel, either one of 
which is adapted to engage the valve seat in the body, a 
valve head threaded to engage the threads in the barrel 


and having a part for engaging the washer at the inner 


end of the barrel, said barrel having holes therein for per- 
mitting the escape of the water into the spout of the 
washer, a stem connected with the head, a handle on the 
stem and a cap encircling the stem and threaded to a part 


of the body for removably holding the parts in position. 
hae ae 


1,636,016. Draft Hood for Hot-Water Heaters. Frank 
W. Shuell, Elmer BE. Ledbetter and Thomas J. Tobey, De- 
troit, Mich., assignors to Everhot Heater Company, Detroit, 
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Mich. The combination with a heater having an exhaust | 
opening for the products of combustion, of a draft hood 
above said opening having an outlet opening as great in 
area as Said exhaust opening, and a downwardly rounded 
paffe within said hood spaced from said exhaust opening 


and in alignment therewith, said hood having a flaring 


Ao 





























1,635,875. 


portion surrounding said baffle and spaced therefrom to 
form a passageway as great in area as said outlet opening, 
and said flaring portion terminating in a portion spaced 
from said heater to provide an opening as great in area as 
the combined areas of said outlet opening and said exhaust 
opening. 
* oe a 

1,635,072. Sanitary Toilet-Seat Cover. Arturo de Luna, 
Buffalo, N. Y. A sanitary cover for toilet seats comprising 
a main element adapted to cover the top of a toilet seat, 
and provided with depending side flaps, and with a depend- 
ing rear flap, and with a front flap, adjacent depending 
flaps, said flaps formed by elongated slots cut therein, said 
flaps adapted to cover the edges of an opening in the said 
toilet seat, said side flaps adjacent to the said rear flap 
provided with clips as a means of bending downward the 


said rear flap when the said side flaps are bent downward. 





1,635,842. 
1,635,072. 





1,635,842, Check Valve. Joseph Hirshstein, Cleveland 
Heights, Ohio. In combination, a valve body having a 
valve seat, a branch, a valve closure member, said branch 
having bearing portions extending from the throat thereof, 
an arm swingably mounted within the branch supporting 
the valve closure member, a fulcrum bearing member sup- 
Ported in said bearing portions and affording a double 


pivotal suspension for the arm and suspending the valve 
closure member, an extension formed on the fulcrum mem- 


ber and adapted to co-operate with a fixed portion of the 
throat of the branch, thereby limiting the movement of 
said fulcrum bearing ‘member. 

a ~ oa 


1,636,476. Ventilating Device for Toilets. Frank BE. 
Lumley, Chicago, Ill. In a ventilating device for toilets, 
the combination with a bowl, a seat therefor normally 
slightly spaced from the bowl, a cover for the seat, and a | 
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No Better Inducement 
Can Be Offered Your Customer Than a 


GAS 
“STANDARD” sAvinc BURNER 
FOR NATURAL GAS 
“STANDARD” BURNERS produce that light blue flame, multiple 
jet, snappy combustion, producing intense heat in the fire box of 
iler or furnace. 
MANY USERS ARE PLEASED WITH THE MANY GOOD FEATURES 


Write for price for any size fire box. 





STANDARD HEATING & RADIATOR CO. 
200 Penn Ave. Manufacturers Pittsburgh, Pa. 
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YAGER’S 
Remus: . Soldering Paste 


Solders all metals but 
aluminum. 


Quick and economical. 


Buy it here or of your 
dealer, 2-0z., 8-oz., 16- 
oz. cans. 

Write to Dept. “‘D’’ for samples 
ALEX R. BENSON CO., Inc., Hudson, N.Y. 
For list of distributors see 1927 McRae Blue Book 
Sales Agency for Canada: Canadian General Electric Co , Ltd, Toronto and Montrea! 























ROYAL HOSPITALITY IN THE QUEEN CITY 


CINCINNATI'S best traditions of 
hospitality are faithfully kept at the 
Hotel Gibson. Here guests are well 
cared for in the most modern manner. The 


Florentine Room is America’s most beautiful 
dining room. 
Coffee Shop offers best of food at popular prices 


—a la carte and table de hote service. 
Cincinnati's largest hotel — 1,000 rooms. 


HOTEL GIBSON 


RALPH HITZ MANAGERS 
Sceieceleceieiareisielece:8:876,8.0,8.8,85868,8,8°8581 5.81818, 8°82858 8.8 8 


P tiiieitietindieingd a a  ieetiitindinnt a ee ee 
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>DISSOLENE< 


Dissolves and removes all rust, scale and grease 
in heating boilers and radiators. 


Steamfitters are making real profits by taking 
contracts for cleaning heating systems for this 
winter and giving their customers real service. 

Write for our poster and literature regarding 


this proposition. 


THE REAL CURE for PRIMING BOILERS 
DISSOLENE CORPORATION, Hempstead, N. Y. 














“Wilhelmi 


Boilers 


Improved 
*“Wilhelmi’”’ Boilers 
will give that per- 
fect constant serv- 
ice customers have 
a right to expect. 
They will increase 
the efficiency of any 
hot water system. 


There are unlim- 
ited sales possibili- 
ties for the plumb- 
ing contractor who 
handles the Im- 
proved ‘‘Wilhelmi’”’ 
Boiler. They are 
safer and better 
and once on the job 
make boosters of 
customers. 






HAYES MANUFACTURING CO., Makers 
PATERSON, N. J. 


e 
Certain Facts 
are still unknown about New York. 
For instance, many travelers think that 
a trip to New York means big expenses. 
They, of course, have never enjoyed a 


visit to the popular Hotel Martinique 
where 


Economy 


is part of the perfect service, comforta- 
ble accommodations and splendid food 
afforded by this modern hotel. And as 


for 
Convenience 


The Martinique is located in the very 
heart of the city —"‘a few minutes from 
everywhere.’ On your next New 
York visit, let us prove to you that you 
can enjoy “the best without extrava- 
gance” at the Martinique. 


A. E. Sincteton, Res. Mgr. 


Affiliated with Hotel McAlpin 
BROADWAY — 32nd to 33rd STREET 
NEW YORK CITY 
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| suction system communicating with the bowl; of meang 
interposed in the system and connected with the seat for 
opening communication between the system and the bow] 
when the seat is moved to rest upon the bowl, and to cloge 
communication when the seat is in its normal spaced posi- 
tion, and other means connected with the cover for the 
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69 
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1.636,476. 


seat and co-operative with said first named means for lock- 
| ing the said first named means in closing position with 


respect to communication between the bowl and system 
when the cover is upon the seat. 
co * * 


1,635,745. Plumbing System. Winfield Hunter Ellis, 

) Little Rock, Ark. In a plumbing system, a service pipe, a 
| boiler and a cold-water pipe connected to the service-pipe, 
| a single-way bleed-cock in the service pipe ahead of said 
boiler connection, a cold-water faucet and a cold-water 










Pie a 
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| 
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Wal Welor 


“1.635.745 
| pipe connecting the same to the service pipe inside of the 
bleed-cock, a hot-water faucet and a hot-water pipe con- 
' necting the same to the hot-water outlet of the boiler, and 
la by-pass pipe connecting the hot-water pipe to one of the 
| cold-water pipes at a point inside of the bleed-cock, this 
| by-pass being provided with a check-valve opening toward 
| the cold-water side. 
‘ * oe * 
1,636,649. Water-Closet Structure. Ernest Richardson, 
Beaver Falls, Pa. A water closet element comprising a 
hollow metal body provided at its rear end with an open- 
| ing leading to the interior thereof, in combination with a 
| 





1,636,649. 


Hotel Martini ue hinge structure clamped to the marginal edges of said 
g opening forwardly, ports in the valve to register with the 


supply passages for exhausting pressure fiuid from the 
ends of the rear end of said body being of sufficient size 
to permit the insertion of the hinge supporting element 
into the interior of the hollow metal body. 
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Minimum $2.00 for each insertion. 





Count seven words 
One inch 
Copy should reach us eight days in advance. 





$4.00. 











Situations Open 


MANUFACTURER OF HIGH GRADE 


plumbers’ brass, valves and special- 
ties can use a few men in territories 
now open, to eall on the plumbing 
trade direct. Give full details in first 
fetter. The Rickersberg Brass Co., 


Cleveland, Ohio. 


—_— 


DISTRIBUTORS — DISTRICT MAN- 

agers wanted for exclusive terri- 
torial representation by manufacturer 
of electric water heaters and appli- 
ances, having unusual sales appeal. 
Through jobbers, dealers, contractors 
and users. Domestic Appliance Co., 
Louisville, Ky. 








SALESMAN WANTED — PROMINENT 

manufacturer of cast brass plumbing 
supplies, with established business, has 
opening for representative who has ac- 
quaintance with trade and can _ sell 
plumbing supply houses. throughout 
Michigan, Illinois and Indiana through 
to the Missouri river. Must be of good 
character, good appearance and hard 
worker—preferably between ages of 28 
and 35. Application must state educa- 
tion and experience in detail. Address 
Key 919, “Domestic Engineering, 1900 
Prairie Ave., Chicago. 





BOILER MANUFACTURER WISHES 

competent salesman for Pennsylvania 
and New York territory. Address Key 
916, “Domestic Engineering,” 1900 
Prairie Ave., Chicago. 





GOOD EXCLUSIVE DISTRIBUTIONAL 

proposition op side line for man with 
ability, calling on plumbing dealers. 
Communications strictly confidential. 
Koil-Les Heater Company, Geneva, Ill. 


SALESMEN—AN OLD ESTABLISHED 

house making a full line of plumbing 
specialties in brass, leather, rubber, 
ete, could use local representatives in 
the principal cities of the United States 
to sell their line, either whole or part 
time, on a straight commission basis. 
A very liberal proposition with full set- 
tlement at end of each month. This is 
a high-grade line, with many exclusive 
items. Will bear the closest investiga- 
tion. We will not consider anyone who 
does not at present have a trade ac- 
quaintance in their respective city. If 
you are a resident of one of the larger 
cities and have a following among the 
plumbing trade, we can put you in a 
position to make good money, providing 
your territory has not yet been allotted. 
Reference required. All replies treated 
in strict confidence. Address, stating 
qualifications, etce., Key 902, “Domestic 
Engineering,” 1900 Prairie Ave., Chi- 
cago, Ill, 





Situations Wanted 


EXPERIENCED HEATING ESTI- 

mator desires position as travelling 
representative for boiler and radiator 
manufacturer. Good references. Ad- 
dress Key 915, ‘‘Domestic Engineering,” 
1900 Prairie Ave., Chicago. 











Lines Wanted 


MANUFACTURER PROPERLY LO- 

cated in Buffalo, Metropolitan Dis- 
trict, with ample floor and yard space 
in brick and steel building, with rail- 
road siding, is willing to carry on con- 
signment, a standard line, sold only to 
the plumbing jobber. Can offer an 
exceptional ware housing proposition, 
plus high grade selling help. We are 
doing business with plumbing jobbers 
only. Address Key 918, “Domestic En- 
gineering,” 1900 Prairie Ave., Chicago. 


_ Miscellaneous 





Headquarters for new and used 
pipe machines. We carry at all times, 
all sizes of guaranteed used pipe 
machines from 2 to 12” inclusive. 
New Oster machines always in stock, 
also new dies for all makes. 


THE O’BRIEN MACHINERY COMPANY 
113 North Third St., Philadelphia, Pa. 


Long Distance Telephone: Market 0727 
Cable Address: ‘‘OBRIEN’’ PHILADELPHIA 


Build Your Future 
on Solid Ground 


—through our complete and masterful 
instruction and personal guidance 


The Technical man wins. After all, 
success is application, properly di- 
rected. This hits you right between 
the eyes. Turn the hours you spend 
non-productively into real productive 
hours. Let us guide you in a course 
of home-study, easily and compre- 
hensively laid out, that will not fail 
to bring you to the very top of your 
chosen field! Foremanship! Owner- 
ship! Real success! /t lies with you, 
and you alone. Check and mail us 
the craft you wish to master and we 
will send you full information as to 
how we can increase your earning 
power from three times on. There’s 
no limit! 

DPlumbing and Sanitary Engineer- 
ing. 

O)Special Steam and Water Heating. 

OHeating Ventilating Engineering. 

OContracting and Estimating. 


St. Louis Technical Institute 
Established 1910 
The most thorough institution 
for Technical Home Study today 


4543 Clayton Ave. St. Louis, Mo. 


ESTIMATING BLANKS, JOB TICKETS, 

time sheets, stationery, etc, for 
plumbers. Samples and prices by re- 
turn mail. Louis Fink & Sons Co., 
rrr fi Bldg. Laurel Springs, N. J. Est. 





Opportunity to get into real 


business and manage one of our 
shops, no money required. You 
pay for your stock out of your 
monthly earnings. Illinois Plumb- 
ing & Heating Co., Du Quoin, Ill. 


Books for Your Trade Library 
SANITARY SEWERAGE OF BUILD- 

INGS. By Thomas 8. Ainge. Begin- 
ning with a study of outside sewers, 
this book goes fully into the best prac- 
tice in inside connections, proper loca- 
tion and size of soll waste, and vent 
pipes and the roughing-in test up to 
the filling in of the trenches. 40 pages 
are devoted to the important subject of 
traps. Sewage disposal for country 
homes is also given full consideration. 
Sine, | ae in. 200 pages. Cloth. Price, 


MERCHANDISING THE PLUMBING 

BUSINESS. By Karl W. Zoeller. A 
treatise on merchandising as applied 
to the plumbing and heating business, 
that should be read by every plumber, 
contractor or jobbing plumber. The 
subject is completely covered by the 
twenty-six chapters, and in a manner 
making it interesting and easy to read. 
It contains many valuable suggestions 
on Window Display, Showrooms, Ad- 
vertising, etc. No matter how large or 
small your business, you need this 
book. Size 4%x6% inches. Over 100 
pages. Price, postpaid, $1.50. 


OVERHEAD EXPENSE AND PER- 

CENTAGE METHODS. By Henry F. 
Baillet. Master plumbers and steam- 
fitters are realizing more and more the 
importance of including their overhead 
expense as a part of each contract. It 
is the only sure way of showing the 
correct margin of profit on business 
handled for the year. In compiling this 
book, Mr. Baillet has used data taken 
from actual business experience. Shows 
how to figure properly the cost of 
doing business and the correct percen- 
tage of profit on any contract. A book 
worth many times its cost. Size, 4%4x% 
sso pages. 24 tables. Cloth. Price, 





PRACTICE AND THEORY OF SANI- 

TARY PLUMBING. y R. M. Star- 
buck. Vol, I. Contains 400 questions 
with complete and comprehensive an- 
swers, covering everything the plumber 
should know regarding drainage and 
latest requirements in plumbing prac- 
tice. Explains technical terms, gives 
rules and tables and is fully illus- 
trated. So popular has this book be- 
come that the 12th edition has been 
published. The combined set of four 
volumes makes a complete preparation 
for Board and Health and union ex- 
aminations. Size, 6x7 in. 160 pages. 
Cloth. Price $1.50. 
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Sold by leading jobbers everywhere 


JUDD TOILET SEATS 


ARE BUILT TO A STANDARD OF CONSISTENT QUALITY 
| 


EARL JUDD CORP. WRIGLEY BUILDING 
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A number 75 Taco Semi-Indirect Water 
Heater, used in conjunction with an oil 
burner, supplies this sixty-one family 
apartment, Kent-Moore Manor, at 
849 Lathrop Street, Detroit, Michigan, 
with an abundance of hot water. 


Your Jobber can supply you. 


THERMAL APPLIANCE COMPANY 
342 Madison Avenue, New York 








Patented 
December 27, 1921 
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